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Break The F'ood 
Priorities “Bottle-Neck’”’ 


OOD for the British . . . food for our armed forces . . . food for our 

needy in this country . . . huge surpluses of food stocks for the 
needy peoples of Europe and Asia after the war to give us a strong 
voice in after-the-war readjustments. .. . 


. . . . this is our new national food policy as outlined by Secretary 
of Agriculture Wickard . . . as expressed in recent legislation by 
Congress. 


To this end the Federal Government promises 85% parity prices to 
the farmers, for most of their products. Obviously, farm production 
will be increased tremendously. But this is only a partial answer to 
the production problem — for these farm products must be processed 
before they can be made available for use. 


This sudden transition from a national policy of food scarcity to one 
of maximum production creates an acute shortage of equipment in 
almost every food processing plant. But the equipment cannot be 
obtained until adequate priorities are granted. (Continued on last page) 
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—CourtesyInternational Harvester Co, 
With 85% Parity Prices, Farm Products Promise Huge Increases 


How to 
Use This Issue 


If you are particularly interested in some 
specific type of product ... turn first to 
the Directory of All Products in This 
issue. You'll find it on page 2. Here is 
an alphabetical listing of every product 
. - . Whether it is featured editorially or 
in the advertising. 

Then, to make sure you keep abreast of 
the latest developments . . . perhaps in 
something you have heard nothing about 
. » « you’ll want to browse through the 
rest of the pages. 

The Editors have searched far and wide 
to bring you this most comprehensive 
Preview of all kinds of product develop- 
ments of help to you in your food manu- 
facturing work. Thus, they save your 
time . .. enable you to keep posted with 
the minimum of effort. And when you find 
an item that interests you particularly ... 
and you’d like more information on it... 
here too the publishers will help you. 
Just turn to the handy information re- 
quest slip . . . between pages 12 and 13. 
All you need do is check the item that 
interests you, fill in your name and ad- 
dress and send this slip to the publish- 
ers. The information you desire will 
come to you promptly. 

And don’t forget . .. when you have fin- 
ished with this issue, pass it on to your 
associates. They’ll be interested, too. 


To Receive This 
Magazine Regularly 


Subscriptions to this magazine are NOT 
SOLD. Circulation is restricted to men 
who are actively engaged, in responsible 
capacities, in food manufacturing plants. 


You can receive it free of charge... 
simply by sending your request to the 
publishers and telling them of your con- 
nection in your food plant... if you are 
a chemist, engineer or executive. 


Between pages 12 and 13 of this issue you 
will find a convenient request form which 
you can use. Fill in your name and 
company connection and send this to the 
publishers. Your request subscription will 
start at once. There is no charge or ob- 
ligation for this service. 








Complete Product Directory—Page 2. 
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ENGINEERED FOR Plus PERFORMANCE 


Red Diamond 1947 
FROSTED FOOD CABINETS 


@ The handling, merchandising and selling 
of all frosted foods is greatly simplified. Outstanding fea- 
tures listed below account for the Red Diamond Cabinet's 
exceptional record for proper, economical preservation 
of frosted foods. 

Get the facts about Red Diamond 1941 Frosted Food 
Cabinets. Judge how much their distinctive sales-making 
and food-protecting features can mean to you... in step- 
‘ping up profitable frosted food business .. . in safe-guard- 
ing you against every loss or excessive cost. 


THE LIQUID CARBONIC CORPORATION 

j 3110 S. Kedzie Ave., Chicago, Ill. 

Branches in 37 Principal Cities of the United States and Canada 
London, England Havana, Cuba 

Manufactured in Montreal for the Canadian Trade 
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When inquiring specify FEP695 see information request blank, pgs. 12-13 


Extra-Value 
TABER PUMPS 





@ TABER “GENERAL-USE” CENTRIFUGAL PUMP. Has these extra values: 
Over-size Ball Bearings... Extra Shaft Diameter... Deeper Stuffing Box 
es. Built for YOUR job! Easily adaptable to many jobs. Never obsolete. 
Widely used in processing industry. 





@ TABER SINGLE SUCTION CENTRIFUGAL PUMP for use with evapo- 
rators under vacuum. Has Liquid Sealing Chamber around stuffing box. 
Or sealing chamber can be used for collecting unavoidable drip. Send 
us YOUR pump problem for recommendations without obligation. 


Taber Pump Co. iss) 322 Elm St., Buffalo, NY. 


When inquiring specify FEPG96 — see information request blank, pgs. 12-13 





FOOD EQUIPMENT PREVIEW 


DIRECTORY... 


.. of products in this issue 


You will find listed below the names of products and new 
literature items described in this issue, with page refer- 
ence on each. 











Product Page Product Page 
Adhesives ........... s 21 Mills, Pebble & Ball..............13 
Agitator Drive ............ RR WEIMAR cscctccceees 7, 13, 15, 19, 20 
FE wivtterinrenscens 12 Monorail Handling Syst. .... 2 

Motor, Splashproof eS 

IID. siscnsontanitersernsineses 10 Motors, Heavy-Duty D-C ..15 
Bean cunepes. Automatic.... 3 
Bellows, amless Metal......16 Nozzles, Spray ...... site 18, 21 
Belt Treatment ..................... 8 : : 
Beverage Control System....12 Oiler, Gravity Feed........... 4 
Blowers & Fans...................... 15 Oiler, Pressure, Sight ........21 
Boiler Zoos ee acai * NUE: MEINE istisrcsntnccasctesesesi 24 
Boxes, Steel Stackin a 

s Packing, Gasket, Hand- 
Cabinet, Blueprint. ........ 17 TROON aovecscesnonenssesteserensaveseernses 16 
Cabinet, Frosted Food.......... 2 Pipe & Sewer Cleaner ........ 7 
Carrier, Pneumatic PRE BUD TOGIE cvisceerccersees : 14 
Cement, Waterproofing Plate, Laboratory 13 
Chains, Conveyor .......... ; Positioner, Valve ...... ...10 
Chart, Tear Off Device Process Equipment 2, 23 
Chlorimeter, Super ............. Productimeter. ..................-.-..-.- 23 
Cleaner, Smoke House ..... Pulley, Variable Speed...... 15 
EE EE Pump, High Vacuum............14 
Comparator, Boiler Water..10 Pump, Rotary ............ 18, 19, 23 
Compressor, Freon-12 ........ 7 Pumps, Centrifugal ........ 2, 17 
Conveyors ............ 3, 15, 16, 24 ITD earsenscncetccstncectsszseren 10 
Control, Boiler Water............ 11 
Control, Liquid Level ....9, 12 Relay, Electric Control........12 
Controller Catalog ................ 13 Respirator, Miniature .......21 
Controller-Recorder lestaoesla Rotameters. .................. <6 
Cooler, “Drop-In” Milk .... 8 Rust Preventive .. 





ii b exible ......6, 17, 
— _ 18, 19 Sander, Traction aire 
a ee ; 
Dryer, Spray... 19 Screens & Strainers ............21 
Dust Collector ........ 15, 16 17 Screen, Enclosed Vibrating..20 
Separator, Moisture .............. 6 


Enamel, Chemical Liquid 8% 
Shoe, Wood Sole Safety...... 8 
Extinguisher, Fire .............22 Silker, Double Reel Corn... 6 
Fan, “Man-Cooling””’ ............22 Soap Dispenser ................ on 
Fans, Limit-Load 23 Softener, Hot Process....14, 17 
Filler, Container .................... Softener, Zeolite Water ....16 
BE, intniteistntnataimend bs Starter, Solenoid. .................. 
Finish, White Enamel Stencil Cutter . a 
Fire Fighting Trailer... 1 Stitcher, Wire 























Fire Fighting Sypome Stoker .......... 
ceeeuree Vapor oof ... 3 Switch, Tim 
oor Resurfacer .................. 
Fluorescent Lighting .......... 8 Tanks, Milk Storage.............. 4 
Tank Supports & Saddles..17 
Gloves, Neoprene ........ 12 Thermometer, Dial- 
, IIE ccncdiastestbetunscsssinpoves 9 
eres, Dater’s = Thermometers, Hydro- A 
. “Water ie ci ee 
ee * lnnen t Water —— Thermometers, Industrial.... 9 
Hose, Flexible Metal ........ Thermometers, Recording. 10 
r a ‘ools 00) i scitainneanite 
Hose, Industrial ................ Transmission, Power a 
Indicator, RH a .9 Traps, Steam ... 12 
Indicator, Therm p Truck, Lift ........ 17 
Temperature ........................3 UN SU cccinecencecorees 16 
Industrial Products aie Truck, Pallet. ............. a a 
Kettle, Stirrer-Mixer .. 4 qruck. Bigot peed... wanna ” 
Kettles, Steam-Jacketed .. 24 Trucks, Electric Becki 4, 2h 
Labeling Equipment .......3, 5 ube ration Problems... 
Tubricent a 18 Tyer, Package .............-.-c--co 20 
Manifold, Air Injection......16 Valve, Micro-Action ....... 11 
stpeerial Handling Hand- ‘ Le eat 5, 18 
00) sore 





Mill, Hammer ... Washfountains, Showers..13, 14 





. a 7 
Liquid Soap Dispenser 
Push-In Eliminates Trouble With Washers 

Features—Unit has no washers or packings. Has an un- 
breakable spring and cannot leak or clog. Employs posi- 
tive pressure feed valve. Built of plastic which with- 
stands chemicals used in liquid soaps. Wall fastenings 
are concealed to prevent theft. Locked filler cap has 
special key. Opal glass jar shows soap level without 
showing sediment accumulation. 

Operation—When plunger is pushed in, a pressure is 
created in cylinder. As the ball check keeps the soap 
from escaping back into the globe, soap is forced up 
the tube through the passageway and out the spout. 
Unit dispenses on the inward stroke. When piston comes 
back to neutral position, air is drawn back through pas- 
sageway, clearing it of all soap and thus preventing 
clogging of spout. 

BOBRICK MFG. CO., Dept. FEP, 15 East 26th St., New 


York, N. ¥. 
When inquiring specify FEPGOT — see information request blank, pgs. 12-13 
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PROOF 


A CHEMICAL PLANT 


® Costs reduced 75% by 
handling waste directly 
from process to dump 
without transfer. 


A WAREHOUSE 


© Heavy cases stored in 


Veth the former time. 

System pays for itself OVERNEAD 
within three months MANDLING 
after installation. EQUIPMENT || 


A TEXTILE MILL 
. Relle of cloth auto; Wirn a simple overhead 
Ge a 2 poo American MonoRail System, you, 


saving $2340 each year. too, can appreciably lower your 


A BOLT FACTORY handling cost. Every American 
® Cost of handling rod MonoRail pays big returns ia 
. —- oe increased production. Let an 
per ton with monorail American MonoRail Engineer 
— helpsolve your handling problem. 
A MALLEABLE FOUNDRY 
® Special —- a. THE AMERICAN MONORAIL Co. 
it 
Tanealing pots'in 36% 13109 Athens Ave., Cleveland, Ohio 
of the former time. 
A METAL FABRICATOR 


* 40,000 tons of steel 
handled over the sys- 
tem in five years at a 
cost of 10c per ton. 


A FRUIT DISPATCHER 


© Unloads cars of bana- 
nas in 35% less time. 


When inquiring specify FEPG98 — see information request blank, pgs. 12-13 





@ A construction job calls for an engineer. 
Not just any engineer. Only a Construction 
Engineer will do—a specialist trained for 
a.special job. 

The making of your stainless steel 
processing equipment in lighter gauges 
calls for a fabricator. Not a heavy plate 
fabricator—not a corner tinsmith—not just 
any fabricator. You're safe only when your 
equipment is made by a specialist in 
medium gauge stainless steel. 

S. Blickman, Inc. are the largest Eastern 
fabricators specializing in processing equip- 
ment of stainless steel up to ¥%" thick— 
employing all special parpose machinery 
needed to do that one job perfectly. 


CONSULT WITH US 


ys S. BLICKMAN, rnc. 
























808 GREGORY AVE., WEEHAWKEN, N. J 
TANKS © KETTLES » CONDENSERS + AGITATORS 


EST.1889 EVAPORATORS +» PANS « VATS © CYLINDERS 


When inquiring specify FEPG99 — see information request blank, pgs. 12-13 
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3 Features 
of New Thermocouple-temperature Indicator 


This new instrument has three characteristics of value for 
lab work: 


1. Can be _ used with any couple, because it’s millivolt- 
calibrated. 


2. Is as compact, and easy to use as any of our other small 
checking instruments. 

3. Is approximately twice as accurate as portable indicators 
of comparable cost. Accuracy is due to two features: 

A. Uses coils as well as slidewire in its potentiometer cir- 
cuit; coils cover ten-elevenths of the full range, which 
means substantially more accuracy than if a slidewire 
covered it all. 

B. Reference-junction compensation can be accomplished 
by putting junction in melting ice. 

8667 Single-Range Portable Indicato.................0-css0-ss0-------$140.00 
Range 0 to 111 millivolts in 0.1 mv steps; limit of 
error 0.1 mv. 


LEEOS & NORTHRUP COMPANY, 4999 STENTON AVE., PHILA., PA. 
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MEASURING INSTRUMENTS - TELEMETERS - 





AUTOMATIC CONTROLS - HEAT-TREATING FURNACES 


et in uiri-g spec'fy FEP TOO — see information request blank, pgs. 12-13 





GET THIS NEW BULLETIN! 


It gives you the complete story on the 
WORLD Automatic BEE-LINE Straightaway 
Labeler, the newest addition to WORLD 
labeling equipment — designed especially for 
swift, safe, economical labeling of all kinds of 
glass containers. 


Whatever your present equipment, you should 
have the facts on this new WORLD Labeler. 
Just write for Bulletin B-12. 






ECONOMIC MACHINERY CO. 
WORCESTER - MASSACHUSETTS « U. S. A. 








When inquiring specify FEP'701 — see information request blank, pgs. 12-13 





FOOD EQUIPMENT PREVIEW 


Automatic Bean Snipper 
Handles Up to 1800 Pounds Per Hour 


Uses — Automatic 
bean snipper has 
standard size drum 
specifications of 
15/64” for No. 1, 
2, and 3 pregraded 
beans, or field run 
of very small 
round beans; 
18/64” for field- 
run beans of most 
varieties and No. 4, 5, and 6 pregraded beans; 20/64” 
for handling extremely large or flat beans. 
Features—One operator can feed beans to a battery of 
several machines. Drum perforations are arranged in 
spiral rows to prevent grooves being worn in knives. 
Safety mechanism throws knives out automatically so 
that no damage will occur if nails or other foreign mat- 
ter enter drum. Automatic gauge plates inside drum 
push back beans as they approach knives. Thus, all 
beans are snipped uniformly regardless of taper, unneces- 
sarily deep cutting is avoided, and beans are prevented 
from sticking in perforations and clogging machine. 
Operation—Horizontal drum, which revolves at from 36 
to 40 R.P.M., takes a charge of 4 to 5 bushels at one time. 
After loading drum revolves from 4% to 9 minutes, de- 
pending upon type of beans handled, after which it ele- 
vates and automatically discharges snipped beans into 
storage hopper. From hopper beans are raised by con- 
veyor and distributed evenly over picking table. Drum 
surface is perforated with thousands of counter-sunk 
openings which permit bean ends to be severed by two 
knives fitted to outside of drum. 

Performance—Machine will turn out uniformly snipped 
beans at rate of up to 1800 lbs. per hour. Maker states 
that unit has also reduced labor of inspectors and trim- 
mers so materially that only four workers are required 
to handle the entire output of machine under average 
conditions. 

FOOD MACHINERY CORP., Dept. FEP, Hoopeston, Ill. 


When inquiring specify FEPTO2 — see information request blank, pgs. 12-13 


Hand-Operated 
Pallet Truck 


Effortless Lift Through Multiple Stroke Lifting 
Mechanism . 





Uses — Serves as 
supplement to elec- 
tric truck nandling 
and is useful for 
short hauls and 
close-quarter opera- 
tions. 

Features — All 
wheels are ball 
bearing equipped. 
Positive locking de- 
vice and hydraulic 
release check cush- 
ion descending 
loads. Designed for 
easy entry between 
pallet decks. Rollers 
and wheels on fork frame are so spaced in relation to 
each other that when wheels are over an empty deck 
space, the rollers are supporting the trucks by solidly 
resting on one of the boards of lower pallet deck, thus 
eliminating the usual wheel drop. 

Description—Trucks are made in several frame widths: 
25”, 27” and 30”, and in frame lengths of 36”, 42”, 48”, 
54” and 60”. Load capacities range up to 4,000 pounds. 
YALE & TOWNE MFG. CO., Dept. FEP, 4530 Tacony, 
Philadelphia, Pa. 

When inquiring specify FEPTO3 — see information request blank, pgs. 12-13 
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CONVEY-ELEVATE... 


| » 
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CONVEYOR-ELEVATOR 


for 
PURITY 


COMPACT 


SAFETY ° 
i DUST-TIGHT 
ECONOMY SELF-FEEDING 


REDUCES 
BREAKAGE 


Z-TYPE REDLER 


The many available shapes of Redlers assure an 
economical solution to most bulk material han- 
dling problems within processing plants.- One 
Redler frequently can do the entire job. No 
feeders are required, only %4 the usual spice is 
needed, and you have the most 
modern conveying - elevating 
answer for PURITY OF PROD- 
UCT, DUST-TIGHT CON- 
STRUCTION and SAFE HAN- 
DLING. Have you this valuable 
Redler peneng Data Book 
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Stephens-Adamson Mfg. Co. 
17 RIDGEWAY AVE. AURORA, ILL. 
Los Angeles, Cal. Belleville, Ont., Canada 


OVER 12,000 


‘aS ee a eee 
NOW IN OPERATION 





When inquiring specify FEPTO4 — see information request blank, pgs. 12-13 


















































WIRE 
CLOTH 


Wire Cloth for every industrial use from stone 
screening to flour bolting. 


Screens for abrasive material, chemicals and powder in 
Plain Steel, Tinned, Brass, Copper, Bronze, Monel and 
Stainless Steel. Complete stock of Galvanized After 
Woven Wire Cloth in standard sizes. 


CHOOSE CAREFULLY THE KIND OF 
SCREEN AND METAL YOU NEED 


For correct wire cloth construction, notice if it is mer- 
cilessly beaten together or aptly woven. Note if it is 
fatigued, sprung beyond working limits. Look at the 
crimping...too little results 
in spreading, costly rescreen- 
ing. Too much weakens 
screen, giving shorter ser- 
vice. 
Write for Catalog: 


Contains pages of help for 
the wire cloth buyer. Ask 
for catalog 11-F 

WIRE CLOTH BUYERS: 


Send for Stock List of Wire Cloth 
for immediate shipment. 








BUFFALO WIRE 


ESTABLISHED 1869 AS 


427 TERRACE 


When inquiring specify FEP705 


EVERY ENGINEER 


IN A PROCESS PLANT 


needs this 
new BOOK! 


@ Ask for your copy of 
the new Armstrong Steam 
Trap Book — a 36 page 
compendium of useful in- 
formation about steam con- 
densate drainage, traps, etc. 
It answers dozens of com- 
mon questions and gives 
detailed information about 
traps for every purpose. 


ARMSTRONG 
Steam Traps 


WORKS CO., Inc. 


SCHEELER'S SONS 


BUFFALO, N. Y. 


see information request blank, pgs. 12-13 











ARMSTRONG MACHINE WORKS 

881 Maple Street, Three Rivers, Michigan 

YES! I want a copy of your Steam Trap Book containing valuable 
information about condensate drainage problems. 


Name _ 


Company 
Street 


Town 





When inquiring specify FEPTO6 see information request blank, pgs. 12-13 














FOOD EQUIPMENT PREVIEW 


Pressure Filter 


Greater Flow Rates; Cleaned Between Runs By 
Sluicing Without Opening Filter 


Uses—Batch filtration for clarifying liquids, utilizing va- 
rious filter-aid powders. 

Features—Elimination of non-porous supporting mem- 
bers provides greatly increased flow per square foot. 
Filter cleans without opening as back-wash is practical. 
Deflection of filtering surface or change of “mesh” size 
cannot occur even at high pressures. Filter-stone is inert 
to practically all products and may be cleaned by steam. 
Product loss in filtering is reduced to a minimum. High 
pressures are practical. Requires no cloth, asbestos or 
paper, therefore no “lint” or fibres in the filtrate. 
Performance—Maker states that for simple clarifying, 
unit constantly gives flow rates up to 500% higher than 
traditional methods. On colloidal and heavy filtrations, 
flow-rates have been raised from 10 and 15 to 150 and 
200 G.P.H. per sq. ft. 


CROSS SECTION OF THE LE VAL FILTER CHAMBER 


Showing Method of Filtration with the LeVal Process 


_ alo, 


Fiitrate 


i 1 5 | iM 











. Unfiltered Liquid Oe 
> Containing Celite Ooweh Daw 
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Inlet 


The Pre Coot @ termed through the cire on 

Gvontioy of Biter Aid that's added to the hawad boing tered. = 
Description—Standard specifications include all bronze 
turbine-type pump, valves and piping. Filter tank is 
finished with acid resisting porcelain. Built-in pre- 
coating tank is tinned copper. Main control valves are 
quick-acting gate type. Through a manifold, provision 
is made for water, steam or compressed air for valve- 
controlled self-cleaning of filter. Filters can be furnished 
in any capacity for any filterable liquid. Portable, lab- 
oratory and other models for operating in hazardous con- 
ditions are available. Complete details are given in new 
booklet, “Filters and Filtering Data.” 
LeVAL FILTER CO., Dept. FEP, 1319 S. Michigan Ave., 
Chicago, Ill. 
When inquiring specify FEP TOT 


ce 
Milk Storage Tanks 
Quick Cleaning For Even Smallest Parts 


Uses — Glass-lined and 
stainless steel tanks used 
for storage of milk prod- 
ucts. 

Features — 30 seconds re- 
quired to unhook and dis- 
assemble inlet fitting and 
another 30 seconds for re- 
moving observation fitting. 
Detachable agitator of new 
design has a sanitary ro- 
tary seal. Horsepower re- 
quirements materially re- 
duced with new style agi- 
tator. Stainless steel door 
is equipped with a simple 
cross bar which can be quickly swung into position and 


wlation of o small quentity of the quid conterming @ heevy charge 
continwel accumulation of the smell 


see information request blank, pgs. 12-13 
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tightened by hand wheel. Made of glass-lined or stain- 
less steel, tanks have deep dished heads and large 
knuckle radius to withstand pressure requirements, and 
for easy cleaning. 

Description—Tanks are made in jacketed or unjacketed 
style. 2” cork board is sheathed with heavy gauge mild 
steel to provide insulation. 3-phase, 60-cycle, 220-V, 
1200 RPM splashproof ball bearing motor is standard. 
Adjustable legs with concealed threads have ball type 
base for sanitation with 9% clearance from floor to cen- 
ter of flush valve discharge. Thermometer is Taylor No. 
647, 90 degree angle, 7” case 30-220 deg. F. with 1 deg. 
divisions. Fittings include combination non-foam inlet 
and air vent, observation glass and electric light. Both 
fittings have hooks for quick attachment and detachment. 
Bulletin No. 806 gives comprehensive details and specifi- 
cations. 

PFAUDLER CO., Dept. FEP, Rochester, N. Y. 


When inquiring specify FEP 708 — see information request blank, pgs. 12-13 


Stirrer-Mixer Kettle 


Uses—Equipment is adapted 
to many kinds of stirring 
and mixing operations. 


Features — Heavy base of 
unit insures rigidity. Kettle 
is removable. Single shaft 
can be raised and lowered 
to remove kettle and permit 
of different stirring levels. 
Blade is also removable. 
Gear-reduction is sanitary, 
fully enclosed to exclude 
dirt. Varied sizes kettles are 
available and the machine 
can be changed over in a 
few minutes from one job to 
another, thus keeping unit 
busy at all times. 
Description—Unit consists of base, standard, head, stir- 
ring arm and kettle, and is of all-steel welded construc- 
tion. Motor is 1%H.P. Weight about 500 pounds; height 
about 7 feet. Various types of blades, shafts and mount- 
ings can be furnished for various applications. A wide 
range of speeds can be developed. 


KLAAS MFG. CO., Dept. FEP, 4318 East 49th St., Cleve- 


land, Ohio. 
When inquiring specify FEPTO9 


Unbreakable Dust-Proof 
Gravity Feed Oiler 


Uses—Visible type oiler for applications 
of gravity feed where dust-proof feature 
is desirable — where entrance of foreign 
matter destroys life and accuracy of bear- 
ings in high speed precision machinery. 
Features—Removable filter can be taken 
out in five seconds without use of tools— 
unscrew dome and remove filter. Filter is 
100 mesh brass screen and felt. No gaskets 
to leak as unbreakable bottle is cemented 
and roll-clinched to heavy brass base. 
Operation—Oiler is mounted at top of part 
to be lubricated and any predetermined 
number of drops of oil per minute can be obtained by 
simple adjustment of needle valve. Shut-off lever at 
top, when in vertical position as shown, feeds oil, and 
stops the flow when tilted to the side. 

Description—All metal parts are cadmium plated, easy 
to clean. Dome hides ratchet lever mechanism. Filler- 
cap is dust-proof and self-closing. Heavy brass tube 
houses the accurate needle valve. Sight fitting is stream- 
lined with wrench-grip at top. Made in four styles, and 
all styles are available in 1, 2, 4, and 8 ounce capacities. 


TRICO FUSE MFG. CO., Dept. FEP, Milwaukee, Wis. 


When inquiring specify FEP710 





see information request blank, pgs. 12-13 





see information request blank, pgs. 12-13 
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Straightaway Labeler 


Automatic Unit Provides Straight Line Movement 
of Containers Through Entire Length 


Uses—For quantity production labeling of flat, square, 
round, oval or panel bottles, flasks or other containers. 
Labelers are equipped for applying front labels only or 
for applying both front and back labels in one operation, 
and also for applying neck labels simultaneously with 
the body labels. 

Features—Straight line operation of containers through 
entire labeler permits continuous, smooth movement from 
infeed to discharge, thus doing away with stops or de- 
tours and eliminating shuttling, banging, jarring or 





jamming at feed station or anywhere along the line. Each 
individual container is automatically timed and posi- 
tioned. Overhead bottle grip adjustment permits one 
man to easily adjust all bottle grips to different bottle 


size (as from quarts to fifths or pints) simultaneously. | 


Machine has twin labeling stations to handle two bottles 
at once at same operating rate, thus doubling capacity 
without increasing optimum speed. Labeler may also 
be equipped with double discharge conveyor to separate 
containers and distribute them to two conveyors with 
labels facing packers on both sides of a packing table. 
Description—Hand wheel raises or lowers all bottle grips 
simultaneously. Change from one size label, or from one 
size of shape container to another can be rapidly made. 
Operation is entirely automatic. Each label receives two 
separate and thorough wipings. High pressure Alemite 
lubrication is used throughout. Standard equipment in- 
cludes motor unit with variable speed drive. 


ECONOMIC MACHINERY CO., Dept. FEP, Worcester, 
Mass. 


When inquiring specify FEP711 see information request blank, pgs. 12-13 


————-O 


Steel Stacking Boxes 


Wide Stacking Ledge and High Rim Around Top 


Uses — For handling fragile 
foods such as cookies, bis- 
cuits, crackers, etc. One ap- 
plication finds these boxes 
used as containers for trans- 
porting freshly baked, cook- 
ies, crackers and cakes to 
packing tables. 
Features — The wide stack- 
ing edge and high rim 
around top permit stacking 
these boxes to any conveni- 
ent height, thus saving space 
on floor and truck. Boxes 
cannot topple or telescope 
when stacked high. Hand 
hole at each end provides 
smooth gripping surfaces. 
Description—Boxes are made of #24-gauge steel and are 
perforated with %” diameter holes on 34” centers on all 
four sides to reduce gross weight. Units are securely 
welded and each corner is provided with an angle rein- 
forcement which prevents corners from opening up. Can 
be made in any size or gauge of steel and according to 
specifications when ordered in reasonable quantities. 
ALL-STEEL EQUIP. CO., Dept. FEP, Box F, Aurora, Ill. 


When inquiring specify FEP712 — see information request blank, pgs. 12-13 



















and learn of 


A BIG SAVIN 


What Happens 
diet mee 
V-Belt Bends 





FOOD EQUIPMENT PREVIEW 


GATES 
PATENT 


are . 
ON 


These twin Gates Vulco Rope Drives in 
the plant of the Los Angeles Brewing Com- 
pany are well into their fifth year of per- 
fect performance. Mr. M. E. Bell, Chief 
Engineer, says, “These belts have given 
us remarkable trouble-free and economical 
service. The marks on the base show less 
than %” adjustment in all this time—we 
haven't touched them for three years. They 
still look like new and we expect years 
more of the same performance.” 


Grip a Bending P 
V-Belt Like This== 





Here is a simple fact about V-belt wear that you can prove in two minutes 
—and it will save you real money. 


Pick up any V-belt you have handy. Grip its sides with your fingers—then 
bend the belt as it would bend in going around a pulley. You will feel the sides 
of the belt change shape! If the sides were straight before bending, they be- 
a oo as the belt bends. (See Figure 1 on the left). Note the out-bulge 
of the sides. 


Now look at Figure 2. This shows the same shape-change in a belt with 
the patented concave side. But what a different result! This belt, when bent, 
precisely fits the sheave groove. Two big savings result—(1) There is no side- 
bulge and this means uniform side-wall wear—longer life! (2) There is a full 
side-width grip on the pulley and this carries heavier loads without slippage— 
saving the belts and also saving your power! 


The concave side is a Gates patent. Only belts built by Gates are built 
with the concave side. 


THE GATES RUBBER COMPANY 


CHICAGO, ILL. 
1524 South Western Ave. 


DALLAS, TEX. 
2213 Griffin Street 





HOBOKEN, N J. 


When inquiring specify FEP713... 


Engineering Offices and Stocks in All Large Industrial Centers 


RIVES 


LOS ANGELES, CAL. DENVER, COLO. 
2240 E. Washington Bivd. 999 South Broadway 


SAN FRANCISCO, CAL. 
2700 16th Street 





BIRMINGHAM, ALA, 
1631 Ist Ave., South 


PORTLAND, ORE. 
333 N. W. 5th Avenue 


Terminal Building 


see information request blank, pgs. 12-13 
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Ty: ry, core ° Merrett * OIL ABSORBERS 


When inquiring specify FEP714 


To get FOOD EQUIPMENT PREVIEW for 
your key men, see ‘request slip’... 


Tate ee 
of water, dirt and oil 
from compressed air 


tor to condense all mois- 
ture vaporized by heat of 
the compressor. A typical 
installation is pictured 
here. The Oil Absorber 
is used for services where 
every final trace of oil 
must be removed, as in 
paint spraying. 
Write for new bulletin 


THE JOHNSON CORPORATION 
834 Wood Street, Three Rivers, Michigan 


unusual efficiency of the Johnson- 
Gast Separator arises from the fact that 
it combines, in one simple device, the two 
most effective principles of separation— 
expansion and change of direction. As the 
air enters it is allowed to expand, precipi- 
tating most of the moisture. Then it passes 
through the “thousand baffles’—a laby- 
rinth of coarse wire mesh—changing direc- 
tion of flow many times and surrendering 
particles of water and dirt at every turn. 
In all Johnson-Gast Separating Devices 
you'll find this same combination of simple 
design and high efficiency. The After-cooler 
is frequently installed ahead of the separa- reel. 





- see information request blank, pgs. 12-13 


page 12 and 13. 


FOOD EQUIPMENT PREVIEW 


| Corn Silker With 
Double Cab Reel 


Design Eliminates Tendency of Corn to “Ball-Up” 


Uses—For canning- 
line operation, ma- 
chine maintains am- 
ple flow of silked 
and clean corn turn- 
ing out up to 150 
No. 2 cans per min- 
ute. Silker will han- 
dle either whole or 
cream style corn. 
Features—Increased 
capacity of Model 8 
Silker results from 
use of the double 
Double reels 
drive separately and 
one can be stopped 
for cleaning while corn flow is diverted to other reel, thus 
corn flow through machine is never interrupted. Lower 
screens throw as well as shake the corn; they move for- 
ward and back and agitate up and down. 
Description—Cob reel or drum is rectangular rather than 
round with all four sides easily removable from frame. 
This design eliminates tendency of corn to “ball-up.” 
Screens are flat and are more durable and easier to clean. 
Four crosswise rows of traveling wires below cob reels 
in center of machine are carried on endless chains; wires 
constantly pass through corn as it drops from reels to 
shaker screens. Wires require no attention from operator 
as accumulation of silks and refuse is removed from 
wires by revolving brush at front of machine. Unit has 
hopper worm feed, deflectors below revolving screens to 
distribute corn evenly, easy removal of all parts for 
cleaning, etc. 

FOOD MACHINERY CORP., Dept. FEP, Hoopeston, Ill. 


When inquiring specify FEP715 








see information request blank, pgs. 12-13 





BIG SHOT 
BIRD SEED 


? 


--you make 
the choice 





Note in your diary 


19th ANNUAL N.1.A.A. CONFERENCE 


Ever know a top executive who didn’t get around? Well that’s your cue 
now. You have never needed a fresh outlook more—with the comfortable 
old world falling about your ears. What are you going to do about it? 


Hundreds of the brightest minds in business are getting together in Sep- 
tember at the Royal York Hotel, Toronto, Canada, for the annual N.I.A.A. 
Conference. 


Many of them are working now to bring you their interpretation of today’s 
perplexing problems of industrial marketing. You could not buy this 
wealth of experience for a fortune. . 


Yet it is all yours for the price of a registration ticket, train fare and three 
days’ hotel. Make up your mind to be in Toronto on September 17 and 
send in your registration now. 


@ Some Subjects on the 
Program: Industrial Adver- 
tising in a Wartime Econ- 
omy — Institutional Adver- 


hibits and panels on the one 


@ It is easy for United 
convention floor. 


States citizens to come and 
go across the border — no 


special forms or red tape industry has 


@ Canadian 


required. had to face for two years tising — Information Plus 

the conditions now  con- Industry Looks Ahead — 
@ The Royal York Hotel is fronting us. This experi- Advertising Analysis—Put- 
the largest in the British ence can help to steer you ting Sales Tools to Work— 
Empire — all sessions, ex- straight. end many others. 


SEPT. 17, 18 and 19 





National Industrial Advertisers Association, Inc., 100 E. Ohio St., Chicago 





































August-September, 1941 


Floating-Shaft 
Flexible Coupling 


Floating Shaft Is Supported in Fixed Bearings, En- 
tirely Independent of Power-Transmitting 
Elements 


Uses—Coupling is applicable to either horizontal or ver- 
tical drives, and is recommended for longer distance 
drives where space between driver and driven units can- 
not be successfully handled by standard couplings; and 
especially where there is excessive misalignment. 
Features—Floating shaft is supported in fixed bearings 
and is entirely independent of power-transmission ele- 
ments which are thus entirely unaffected by forces gen- 
erated by floating shaft itself, and do nothing but trans- 
mit useful power. Concentricity of ends of fixed shafts 
is permanently assured, thus entirely eliminating whip- 
ping of ends of shaft at any speed. Speedy dis-assembly 
as operation requires merely reversal of three to five 
driving bolts. This reversal automatically pulls coup- 
ling bodies away from their adapters, creating a gap 
which permits collapsed center assembly to be lifted out. 
This is done without disturbance of cushions or connect- 
ed units. 
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Description—L-R Type HKQ Couplings are made in 
standard sizes, with bores from 1%” to 8%” (7 to 800 
h.p. at 100 r.p.m.), for various distances between shafts, 
and for handling extreme misalignment. Three types of 
cushions are used for various types of jobs. Either of 
coupling bodies mounted on fixed shafts may be used as 
a sheave, or part of a sheave, for V-belt drive. Suitable 
cushions prevent chatter caused by end-wise impact of 
floating shaft against the fixed shafts, and free oscilla- 
tion of floating shaft in vertical or horizontal positions 
is assured. 

LOVEJOY FLEXIBLE COUPLING CO., Dept. FEP, 5009 
West Lake St., Chicago, Ill. 

When inquiring specify FEP716 — see information request blank, pgs. 12-13 


nie Ses 


Safety Barrel Truck 
Double Hook Holds Barrel In Place 


Uses — For handling 
either full or empty 
bilged or straight- 
sided barrels, drums 
or cylindrical fiber 
containers. 
Features—Drums and 
barrels are prevented 
from falling off the 
truck by a double 
hook which also helps 
operator in tipping 
barrel onto truck and 
holds it while in (SS 
transit. Truck can \. 
be tipped back while 
loaded and rest on steel legs. Truck has a capacity of 
800 pounds, and is equipped with 9-inch wheels of semi- 
steel or rubber-tired; Hyatt bearing equipped in either 
case. 

BARRETT-CRAVENS CO., Dept. FEP, 3276 West Thir- 
tieth St., Chicago, Il. 

When inquiring specify FEP717 — see information request blank, pgs. 12-13 
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Sewer & Pipe Cleaner 


Electric Unit Removes Stoppages 100’s of Feet 
From Opening 


Features — Machine 
removes stoppages 
several hundred feet 
from sewer or pipe 
opening, even when 
necessary to pass 
through elbows and 
traps. Will cut 
through roots, rags, 
grease, chips, cin- 
ders and many other 
obstructions. 
Description — This 
electric unit uses 
different types and 
stiffnesses of revolv- 
ing coiled wire 
“snakes” with various augurs ahd cutting tools attached 
to them. Gripping chuck revolves the “snakes” eccen- 
trically mounted on the spindle. Eccentric action of 
chuck transmits a whip to tool working in the line. Ma- 
chine is driven by a % H.P. universal, reversible, variable 
speed motor which is hooked up to spindle pulleys by 
means of V-belts. A split pulley on motor can be ad- 
justed to lighten tension on V-belts, allowing them to 
slip before the “snakes” become overstrained in case an 
extra heavy obstruction is encountered. Case and base 
of machine are fabricated sheet steel; unit is mounted on 
casters for easy rolling. Overall length is 15”, width is 
15” and height is 14”. Net weight is 85 lbs. 


OSTER MFG. CO., Dept. FEP, 2057 East 61st Place, Cleve- 
land, Ohio. 


When inquiring specify FEP718 — see information request blank, pgs. 12-13 


——_Q—___ 


Air-Powered Mixer 


Explosion-Proof Model; Air Motor Permits Wide 
Speed Adjustment 


Uses — Explosion-proof 
model can be operated 
without danger in pres- 
ence of serious fire haz- 
ards. Completely en- 
closed unit makes it 
suitable for use in places 
where splashing of ma- 
terial, water, or fumes 
may be harmful to mo- 
tor. Special air motor, 
permitting wide speed 
adjustment, makes mix- 
er suitable for opera- 
tions which require 
change of mixing speed 
during mixing process. 
Mixer was designed as 
portable batch mixer 
with suitable character- 
istics for average job in 
50 or 100 gallon con- 
tainers. Can be used 
only where compressed 
air is available. 

Description — Air motor 
is ball bearing, % H.P., 
with maximum speed of 2000 R.P.M. on 100 lbs. pressure. 
Speed can be varied by reducing air pressure. Motor is 
equipped with exhaust silencer. Adjustable clamp pro- 
vides for convenient attachment of mixer to container 
edge. Stainless steel shaft is coupled to motor through 
nickel plated tube type coupling. 4” diameter nickel 
plated bronze propeller is fastened to shaft end. 


EASTERN ENGINEERING CO., Dept. FEP, 49 Fox St., 
When inquiring specify FEP719 — see information request blank, pgs. 12-13 











FOOD EQUIPMENT PREVIEW 


Freon-12 Compressors 


Combination Capacity Control & Automatic 
Unloader Available 


Uses — Refrigerat- 
ing machines are 
designed for use 
with Freon-12 on 
air-conditioning 
work for food and 
chemical processing 
plants. 


Features — Safety 
cylinder heads are 
held down by heavy 
springs, instead of 
bolts, to permit lift- 
ing in case slugs of 
liquid enter cylin- 
der, thus eliminat- 
ing wasteful clear- 
ance. Lubrication is 
force - feed system 
throughout operating from submerged oil pump; dis- 
charges through oversize oil screen. Unit has outside 
type Flexo-Seal which holds gas pressure, oil and vac- 
uum where shaft projects from crankcase; requires no 
adjustment. Compressors operate with quietness up to 
900 r.p.m. Automatic unloaders and capacity controls 
are available when desired. Larger capacity with less 
weight than older types. 

Description—Units are built with 3, 4 or 6 cylinders, with 
capacities ranging up to 60 tons of refrigeration in a 
single machine. Standard drive is through V-belts but 
engine-type squirrel cage motors are installed directly 
on shaft when desired. Machines can be operated “in 
parallel” using oil-equalizing system. Standard equip- 
ment includes V-belt wheel, motor pulley and V-belts, 
oil pressure gauge, first charge of oil, suction scale trap, 
suction and discharge service line valves, safety relief 
valve, set of wrenches and tools, piston ring guide, blue- 
prints of compressor and foundations bolts. Complete 
specifications in Bulletin No. 823. 

FRICK COMPANY, Dept. FEP, Waynesboro, Pa. 


When inquiring specify FEP720 see information request blank, pgs. 12-13 





siessaiasidceiall ita nia : 
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Agitator Drive 
Unlimited Reduction Ratio, With 90% Efficiency 
or Greater 
Se Features — Utilizes 
the planetary sys- 
tem of gearing with 
many teeth in ac- 
tion. Provides 
smooth operation 
with greater reduc- 
tion in given space, 
and tooth load is at 
minimum for any 
given torsional ef- 
fort. Entire driving 
power is transmit- 
ted throuzh teeth 
alone, insuring per- 
fect load distribu- 
tion. New unit is 
designed to use 
| standard NEMA 
= frame motors, thus 
permitting use of 
any make of motor. 
Description—Helical gears are used throughout. Heat- 
treated alloy steel gears and shafts and Timken anti- 
friction bearings privide maximum strength and dura- 
bility. Design permits an unlimited ratio of reduction. 
Any speed may be obtained in a complete size range 
from % H.P. to 50 H.P. 
H. K. PORTER CO., Dept. FEP, 4935 Harrison St., Pitts- 
burgh, Pa. 
When inquiring specify FEP 721 — see information request blank, pgs. 12-13 
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* This latest type 
"AUTOMATIC" is win- 
ning wide acceptance 
by users everywhere as 
an efficient-economical 
material handling unit 
to cut handling costs 
and eliminate needless 
rehandling. 


Outstanding Features 


are light weight construc- 
tion for elevator and up- 
per floor operation—com- 
pactness — requires mini- 
mum aisle or runway. Will 
operate easily in and out 
of box cars or trucks. Has 
maximum telescopic lift for 
high vertical storage. Up- 
rights collapse for low door 
clearance. Available in ca- 
pacities 1000 and 2000 
pounds. Request full details 
and prices. 





“SHIP ON PALLETS... 


Save Time... 
Aid Labor" 





These Heavier Duty 
“AUTOMATIC” 


Center Control Fork Trucks 
are being widely used for 
stacking and transporting 
unit pallet loads from 3000 
to 7000 Ibs. capacity, at 
low cost. 












MUN TL 


73 W. 87th Street 


Chicago, Illinois 





When inquiring specify FEP 722 — see information request blank, pgs. 12-13 
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PROMPT DELIVERY! 





Beaver Model-B 
em « weight utility 
Pipe and Bolt M Machine 
combinin man fea- 
a on = oceabilit a 
e ea oO 
Model-C. Hange 4% to 2- 
inch—up to 8-inch with 
drive shaft and geared 
tools. Bolts up to Ipe- 
inch. Weight 280 I 
Ask for Bulletin-B. 





magrer MedelA 

A igh - speed eavy - 
duty jelune Pipe and 
Bolt Machine. Range ‘'% 
to 2-inch—up to 12-inch 
with gear tools and 
drive shaft. Bolts, %4 to 
2-inch. Wt. 415 Ibs. 

for Bulletin-A. 





Beaver Model-C 
A sturdy little 
Power Unit 

Converts Hand Pipe 
Tools into Power Tools 
from ‘% to_ 8- inches. 
Threads 8-inch in 6 min- 
utes. Threads pots oie 
to 1%%-inch. Equ uippes 
with automatic juck 
wrench ejector—a safe- 
ty feature. Two men can 
use it at the same time 
without interference. 
a | {G0 tbs.” Write for hs 
about 150 Ibs. Write 
Bulletin-C 





LLSORENERY 6 & 


Highest Quality * WARREN, OHIO * For~ 40 Years” 
641 REVIEW AVENUE 


When inquiring specify FEP 723 — see information request blank, pgs. 12-13 





QUICK FACTS 


about 


CLING-SURFACE 
BELT TREATMENT 


1 Lowest cost belt treat- 
ment —66% more 
effective than others. 


2 Belts operate slack 
without slip after the 
first treatment. 


3 Bearing and shafting 
wear reduced. 


4 Penetrates pores of 
belt, never dries out. 


5 Can be used on all 
types of belts—leath- 
er, rubber, cotton, 
hair, rope, flat or“V". 


CLING-SURFACE CO. (19: 









ies 


a 3° Stamp 
to find out 
how to 


WIPE OUT 
BELT TROUBLE 


SAILS a 


CLING-SURFALCE 
EIR bila y 


SLACK BELTS 
Save Labor Loss 


21 


om) 1045 — St., Buffalo, N.Y. 





When inquiring specify FEP724 — see information request blank, pgs. 12-13 


FOOD EQUIPMENT PREVIEW 











“Drop-In” Milk 
Cooling Unit 


Cuts Cooling Costs From 48 to 70 Per Cent 


Uses — “Drop - in” z on 72 
units are available 

for use in any well 
insulated cabinet. 
Or, cabinets with 
units installed are 
available with ca- 
pacities ranging 
from two to six, ten 
gallon cans. 
Features — Maker 
states that cooling be | 
costs are cut from —* a 

48 to 70 per cent 

with the new “drop-in” unit; provide maximum economy 
through comparatively high water temperatures, rapid 
heat transfer, positive directed circulation, constant high 
water level, low heat leakage of cabinet, and high re- 
frigerating efficiency of the hermetically-sealed condens- 
ing unit. 

Operation—Cooling principle utilizes natural circulation 
in such a way as to provide efficient and uniform cooling 
with a variation of less than one degree. Milk is cooled 
from body temperature to below 50 degrees F. within one 
hour. 

WESTINGHOUSE ELECTRIC & MFG. CO., D2pt. FEP, 
Springfield, Mass. 


When inquiring specify FEP 725 see information request blank, pgs. 12-13 
———-- —O 


Wood Sole Safety Shoe 


Women’s Waterproof Shoe; Soft, Pliable Uppers 
Fit Ankle 






Uses — Especially 
designed for use 
in protecting wo- 
men working on 
damp, slippery 
floors and rough 
surfaces. 

Features — Light 
weight maple soles 
are cut with prop- =a 

er rock for walk- 

ing ease. Soft, pliable uppers fit snugly at the ankle. 
Sole and upper are fastened securely to make this safety 
shoe waterproof. Interiors are smoothly finished. Wood 
soles disperse perspiration rapidly. 

Description—Sizes range from 3 to 10, inclusive—no half 
sizes available. Color of leather is rich russet. Shoes 
are also available with composition safety toe that will 
resist pressures up to 700 lbs. 

F. J. STAHMER SHOE CO., Dept. FEP, Davenport, Iowa. 


When inquiring specify FEP 726 — see information request blank, pgs. 12-13 


Fluorescent Unit 
Self-Contained, Ready to Hang Up 


Uses—To bring large quantities of soft, glare-free fluores- 
cent light wherever high levels of light are needed. 
Features—Unit is completely self-contained, ready to 
hang up, wire in and turn on. No rewiring is necessary 
as installations can usually be made on existent wiring. 
Drawn from single piece of 20 U.S. gauge metal, not 
welded, there are no bolts or nuts to break up smooth 
porcelain enameled reflecting surface. Four captive 
latches make it simple to take reflector down for cleaning. 
High light output permits wider spacing of units. Has 
Underwriters’ Laboratories approval seal. 
Description—Complete unit includes two 100-watt fluore- 
scent lamps which give lumen output of over 8400. 
Starters located between lamps assure positive starting 
and restarting. Working parts are carried in housing and 
reflector carries its own weight only. Total wattage, in- 
cluding lamps and auxiliary, is 235 watts. Operating 
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DISTRIBUTION CURVE COMPLETE ASSEMBLY — 


voltages — units available for 110-125 volts and 220- 250 
volts, 60 cycle A.C. Overall length is 63”; width, 16+é”; 
height, 8%”. Reflector is. white, vitreous porcelain 
enamel; outside finish is French gray. Specification 
Bulletin No. M-197 available. 

HYGRADE SYLVANIA CORP., Dept. FEP, Ipswich, 
Mass. 

When inquiring specify FEP 727 — see information request blank, pgs. 12-13 

———————_O—————_ 


Chemical Liquid Tiling 
Steam, Moisture and Lactic Acid Proof Enamel 


Uses—For wide application where sanitary conditions 
must be maintained and particularly where mould condi- 
tion confronts the manufacturer—bakeries, dairies, cheese 
factories, breweries, maltsters, canners, etc. Can be used 
on plaster, cement, brick, wood or metal. 
Features—Material is pure, non-poisonous and will not 
taint or give odor to any food product. Material resists 
acids, acid fumes and alkalies. It is not affected by 
steam or water. Surface is easily cleaned with the usual 
cleaning solution without affecting the lustrous tile fin- 
ish. Prevents growth of mould. 

Description—Material comes ready to apply on cement, 
plaster, wood, brick and metal. It is free flowing, easy 
brushing and self-leveling. Dries quickly and does not 
interfere with plant operation. Known as “Masterkote 
Liquid Tile,” it covers with one coat. Material covers 
about 300 sq. ft. to gallon on wood and 200 sq. ft. on 
cement, brick, plaster or any porous surface. Made in 
a variety of colors—white will not turn yellow. 


MASTER MECHANICS CO., Dept. FEP, 2097 Columbus 
Road, Cleveland, Ohio. 
When inquiring specify FEP 728 — see information request blank, pgs. 12-13 


Steam Exhaust Heads 


Self-Cleaning Units; Noiseless Operation 





Uses—For separat- 
ing condensate and 
oil from steam dis- 
charged to atmos- 
phere from com- 
pressors, non - con- 
densing engines, 
turbines, pumps, 
etc., thus prevent- 
ing raining of wa- 
ter and oily con- 
densate on roof or 
ground and, at the 
same time, discharg- 
ing clean dry steam 
noiselessly. 
Features — Excep- 
tional port area produces low steam velocity and mini- 
mizes pressure loss. Complete removal of entrainment 
assured by high ribbed baffle surface extending far out- 
side jet of steam projected from inlet pipe. Head is self- 
cleaning as water velocity flushes sludge from ribbed 
baffle area. Large size drain accomodates abnormal 
amounts of entrainment. Purified steam does not con- 
tact entrainment as the steam is whipped sidewise after 
passing through port. 

Description—Heads are made in eight sizes from 4” to 
12” pipe diameter, of semi-steel construction; and in 
rolled plate construction for sizes on up to 20”. Inlet 
is flanged and drilled to 125 lb. American standard. 
Publ. 2960 contains complete engineering data, list prices, 
dimensions, etc. 

COCHRANE CORP., Dept. FEP, 17th & Allegheny Ave., 
Philadelphia, Pa. 

When inquiring specify FEP 729 — see information request blank, pgs. 12-13 
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FOOD EQUIPMENT PREVIEW 


INSTRUMENTS OF CONTROL 





New developments in control instruments 
for Production. . for Laboratory 





Liquid Level Control 


No Floats, No Moving Parts, Non-Mechanical 


Uses — Has 
wide applica- 
tion for con- 
trolling level 
of such prod- 
ucts as water, 
syrup, oils, 
milk, soup, 
soap, acids, 
brine, chemi- 
cals, fruit 
juices, ice 
cream, ice, 
distilled wa- 
ter, residues, 
sewage, etc., 
in any type of 
container, 
open or closed; used in tanks, vats, kettles, boilers, pas- 
teurizers, coolers or freezers, as heat, steam vapors, foam, 
cold and frost, high or low temperatures have no influence 
on its functions. 

Principle—Controls function on principle of variations 
in volume of emission of electrons in standard high cur- 
rent amplifying tube. When liquid contents of container 
make contact, or leave contact, with an antenna or metal 
rod electrode that is mounted on insulated supports in 
the container, volume of flow of electrons in tube is 
changed. This variation in electronic flow activates a 
magnetic relay to open or close an electric load circuit. 
Features—Electrode has no chemical reaction on contents 
of container. Each switch is fitted as standard with an 
auxiliary emergency tube circuit which automatically 
gives signal and carries on operation should regular elec- 
tronic circuit fail for any reason. Once installed, unit 
requires no attention whatever. ‘“Faraton” control may 
be installed at any distance up to 500 feet from container 
under control. 

Operation—Flexible unit can be installed to (1) ring 
bells or show lights when container approaches empti- 
ness, (2) do the same when container approaches full- 
ness, (3) open or close inlets or outlets under above con- 
ditions and/or (4) maintain contents exactly at present 
levels, (5) indicate by visible signals exact amount of 
container contents, and (6) instantly indicate levels as 
contents rise or fall. 

Description—Model FL-2, shown in cut, is two-circuit 
control. Unit is complete for 115 volt or 230 volt A.C. 
with two bare electrodes of stainless steel, 1 ft. and 2 ft. 
long, fitted with insulated mountings of Type A, and 50 
ft. of special lead-in wire. Relay contacts rated % H.P. 
Complete details given in Bulletin 412. 

LUMENTITE ELECTRIC CO., Dept. FEP, 407 S. Dearborn 
St., Chicago, Tl. 


When inquiring specify FEP 730 — see information request blank, pgs. 12-13 
—————————_0O———_—_ 





Super Chlorimeter 
Color Standards Guaranteed Not To Fade 


Uses—Laboratory apparatus for determining chlorine at 
high dilution. Particularly use when prechlorination 
process is used for sterilization and removal of tastes arid 
odors, as in the manufacture of soft drinks. By dilution 
of the sample, the set can also be used for determining 
the chlorine content of stronger solutions of chlorine or 
hypochlorite for bleaching, sterilizing and disinfecting. 
Description—Set consists of a base and slide both molded 











from plastic. The slide contains 9 standards representing 
0.2, 0.5, 1.0, 1.5, 2.0, 3.0, 4.0, 6.0 and 8.0 ppm of chlorine. 
Rase contains 2 vials of ortho tolidine with 0.5 cc pipette, 
and five 5 cc test tubes. Determinations are made with 
slide in front of the test sample until a match is obtained 
and reading the chlorine content from the values on the 
slide. Color standards carry an unlimited guarantee 
against fading. 

W. A. TAYLOR CO., Dept. FEP, 7300 York Road, Balti- 


more, Maryland. 


When inquiring specify FEP731 see information request blank, pgs. 12-13 
(Careers 


Industrial Thermometers 


Seventy-two-page catalog, plastic binding, has been re- 
vised and brought up to date to show complete line of in- 
dustrial thermometers, including glass, dial, and record- 
ing instruments. Catalog is available on request. 

MANNING, MAXWELL & MOORE, INC., Dept. FEP, Bridgeport, 


When inquiring specify FEP 732 


Glass-Electrode 
pH Indicator 


Portable, Low Cost, Simple Operation 


see information request blank, pgs. 12-13 


Uses—Can be used 
in practically all 
plant tests and has 
as much accuracy 
as is needed in 
many laboratory 
measurements. 
Features — Instru- 
ment is entirely 
self - contained, 
portable. Adjust- 
ments take but a 
moment. Retains 
full accuracy up to 
85° F. in atmos- 
pheres of 95 per cent relative humidity. Measurements 
are made simply pouring a sample into a _ self-con- 
tained beaker, and reading pH directly from the meter 
scale. Manual temperature compensator eliminates com- 
pensations, saves time, prevents errors, and makes in- 
strument direct-reading from 0 to 50° C. Low cost in- 
strument. 

Description—Adequately shielded, instrument embodies 
a rugged deflection meter and a thermionic amplifier of 
high stability. Factory filled and sealed electrodes are 
highly stable. Has separate scales calibrated 0 to 8 and 
6 to 14 pH, thus covering entire range with overlap of 
2 pH (a convenience in titrations). Mahogany case is 
ruggedly built for rough plant use. Catalog E-96(2) con- 
tains complete description. 

LEEDS & NORTHRUP CO., Dept. FEP, 4999 Stenton 


Ave., Philadelphia, Pa. 
When inquiring specify FEP733 





see information request blank, pgs. 12-13 
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Wheelco 
DIAL- 
Indicating 
Thermometer 


@ Easy To Read Dial 
@ Highly Sensitive 
® Durable 





@ Inexpensive 


Your temperature indicating problems are 
completely, safely and dependably answered 
in this new Wheelco instrument. Inexpen- 
sive, sturdy, accurate and highly sensitive, 
the Wheelco Dial-Indicating Thermometer is 
available in both remote bulb and stem-type 
for general industrial applications from 0° 
F., to 1000° F. 


Write 
, ‘ for 

Simple design—large bold faced, easily-read Bulletin 
numerals on dial—conveniently installed. G302 


Wheeles Instruments Co. 


HARRISON AND PEORIASTREETS + + + CHICAGO, ILLINOIS 


When inquiring specify FEP 734 — see information request blank, pgs. 12-13 
iinet 





For All Duty Weighing 
In Food Piants... 


Check the uses for this all duty scale: 
(1) Ingredient Compounding (2) Pie 
filling (3) Icing Cakes (4) check-weigh- 
ing bags and cartons (5) liquid filling to 
exact weight (6) cheese packaging (7) 
Cookie packaging (8) Potato and Corn 
chip bagging (9) 
Cereal carton weigh- 
ing and numerous 
other uses. If you 
have an_ operation 
as described you 
should and can con- 
trol uniformity of 
product, package to 
exact weight mark- 
ed on the package 
and assure your 
profits. 






Write for complete 
specifications for 
your processing 
operation. 


EXACT WEIGHT Scale Model 409, For 
accurate, fast ingredient compounding op- 
erations in busy food plants. Equipped 
with carrying handle for easy transporta- 
tion from place to place. Dial 2 ozs. 
over and underweight. Accurate to Y% oz. 
—Capacity to 22 lbs. 


THE EXACT WEIGHT SCALE CO. 
312 W. Fifth Ave. Columbus, Ohio 


The Silver Anniversary of Exact Weight 





When inquiring specify FEP735 — see information request blank, pgs. 12-13 











































































Page 10 


DO YoU... 
GUESS or KNOW? 


Guessing even costs money at 
horse races ... but in recording 
industrial temperatures, guessing 
has no place. 

You can eliminate all guesswork 
if PALMER Mercury - Actuated 
Recording Thermometers are on 
the job ... they are built to be 
extremely sensitive and very ac- 
curate, and to give trouble-free 
service for many months... with 
the price very reasonable. 

Our guarantee of complete sat- 
isfaction or your money back is 
oa insurance against buying a 

ecording Thermometer that isn’t 
all we claim for it. 

Let us send you Bulletin No. 
1300 today ... without obligation. 


Easy Reading Dial 


helps to take guessing out of temperature 
reading. It carries the same guarantee of 
satisfactory results or your money back. 








This mercury-actuated DIAL Thermom- 
eter made by PALMER is an investment 
you will never regret . . . built to register 
temperatures quickly, accurately, and to 
stand up in the toug fest industrial applica- 
tions. 


There is no obligation to get all the facts 
. Write for Bulletin No. 1500 today. 


THE PALMER COMPANY 


Mt, IZ adust jal, Laboratory, Dial and Recording Thermometers 
$519 N RWOOD , AVE. GIN NCINNATI, NOR OD, OHIO 
wees Plant: King & George Sts., Toronto 





When inquiring specify FEP736 — see information request blank, pgs. 12-13 
Bes 


TC COL ee ee Ch a O 
480 WORKING MINUTES 


A shop foreman found that 
time was being lost on several 
soldering jobs because o; 

ators had to wait for the so des 


pot to heat before starting 

work. A G-E Type T-44 time switch was installed to | the 
solder pot on automatically before the start of the working day. 
Thus many valuable productive minutes were gained. 

The control of electric heating equipment is only one of the 
many applications for our T-44 switch. It will pay you to 
aah your own processes to determine where automatic con- 
trol can help you increase your daily output. 

This switch is easy to install, easy to adjust, and inexpensive. 
Bulletin GEA-1427 describes it in detail. Ask your G-E office 
for a copy. General Electric, Schenectady, N. Y. 


GENERAL “i; ELECTRIC 





When inquiring specify FEPT3T7 











see information request blank, pgs. 12-13 When inquiring specify FEP 740 


FOOD EQUIPMENT PREVIEW 


Electrically Operated, Remote Indicating, 


Recording and Integrating Rotameters 


Eight-page catalog section, done in three-colors, shows 
several typical instruments. Wiring diagrams and line 
drawings feature this booklet. One ection describes a 
new induction coil which has the property of remaining 
accurate in spite of temperature variations affecting re- 
sistance of new transmitter coil windings. Section 50-A 
is available on request. 


FISCHER & PORTER CO., Dept. FEP, 44, County Line Road, 
Hatboro, Pa. 


When inquiring specify FEP738 see information request blank, pgs. 12-13 


aoneenninnalll 


High Speed Photo-Electric Action 
Pyrometers 
Thirty-two-page-and-cover catalog show large line of 
pyrometers and electric thermometers. Large detailed 
photos show major features of various models. Complete 
details are given, many in tabular form, for each model. 
Supplementary catalog gives prices for instruments and 

accessories. Catalog No. 1101F is available on request. 
Cc. J. TAGLIABUE MFG. CO., Dept. FEP, Park & Nostrand Aves., 
Brooklyn, N. Y. 

When inquiring specify FEP739 see information request blank, pgs. 12-13 


—_——-0 


Valve Positioner 


Free of Hysteresis Errors; Fast Operation 








Uses — To overcome valve friction; 
for diaphragm operated valves. 

Features — By-pass valve of tapered 
plug type is built as interchangeable 
part of unit. By turning this valve 
with screw driver from “Positioner” 
to “Instrument”, unit may be re- 
moved without upsetting control 


process. Ruggedly built unit is fast 
operating. 
Performance — Will respond to less 


than 1/5 of 1% of full scale instru- 
ment pressure change. Speed of re- 
sponse— approximately 11 seconds for 
2 Ibs. to 14 lbs. change on 200 cubic 
inch volume, equiv- 
alent to average one 
inch stroke valve. 
Air consumption is 
less than one cubic 
foot of free air per 
minute at mid- 
stroke, and zero at 
either end of valve 
travel since pilot is 
closed at both lim- 
its. 

Operation— Design 
of positioner uses 
principle of balanc- 
ed operation by 
spring loading the 
bellows unit, from 
actual motion of 
valve, to the same 
force as the instru- 
ment air pressure. As bellows is always returned to its 
original position, bellows characteristics do not enter into 
calibration thereby insuring linear valve travel. Bellows 
and pilot are self-contained unit without any levers to 
introduce friction and cause errors. 

Description—Unit has heavy aluminum case, suitable for 
outdoor use. Heavy calibrated loading spring, in addi- 
tion to operating pilot bellows, always acts in same di- 
rection to take up any back lash in lever connections. 
Adjustments for valve strokes of from %” to 2%” and 
for setting zero are readily accessible. 

MOORE PRODUCTS CO., Dept. FEP, 3629 Lawrence 
Ave., Philadelphia, Pa. 











see information request blank, pgs. 12-13 Vhen inquiring specify FEP 742 
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ood Plant Executives 


Should Have 
This Fact-Filled 
FREE Booklet! 


Tells How to Maintain 
QUALITY CONTROL More Easily ! 


Yes...you should have this booklet for ready reference! Describes 
how Oakite Bactericide makes quality control easier, more cer- 
tain; how this remarkable germicidal material, with its MORE 
ACTIVE form of available chlorine, does fast, effective job in 
-destroying mold and bacteria; why it leaves no residues on 
equipment. Also gives formulas for germicidal, treatment of proc- 
essing equipment in canning, meat packing, confectionery, dairy, 
quick-freeze, baking and bottling plants. Get your FREE copy now! 


OAKITE PRODUCTS, INC., 27A Thames St., New York, N.Y. 
Representatives in All Principal Cities of the U.S, and Canada 


OAKITE Ws CLEANING 


MATERIALS METHODS SERVICE 





When inquiring specify FEP 741 — see information request blank, pgs. 12-13 


Secchi coer 


Boiler Water Phosphate 
and pH Comparators 


Uses—For determining 
pH and phosphate con- 
tent of boiler water to 
control corrosion and 
scale formation. 


Features — Compara- 
tors molded from plas- 
tic, work on slide prin- 
ciple, and simple in 
operation. Determina- 
tions made by moving 
slide in front of test 
sample until match is 
obtained and reading 
pH or phosphate con- 
tent from values on 
front of slide. In phosphate method, presence of 10,000 
ppm of silica as SiO., 100 ppm of ferrous or ferric iron, 
1000 ppm of sulfites, etc., causes no error. Reagents are 
extremely stable as they give accurate results after 5 
years storage. Both pH and phosphate standards carry 
an unlimited guarantee against fading. 
Description—Outfit consists of a pH slide comparator 
base and 3 pH color standard slides with 9 standards 
each—cresol red (7.2-8.8), phthalein red (8.6-10.2) and 
acyl red (10.0-11.6); a high phosphate (5-100 ppm) or a 
low phosphate (0-25 ppm) slide which works on the same 
base; pH indicator solutions and reagents and equipment 
necessary for making phosphate determinations. All 
equipment is contained in portable wooden case 12” long, 
6” wide, and 9%” high. Either of phosphate sets may 
be obtained separately. 

W. A. TAYLOR & CO., INC., Dept. FEP, 7300 York Road, 
Baltimore, Maryland. 





see information request blank, pgs. 12-13 
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You CAN afford automatic 
BOILER WATER LEVEL CONTROL 


ON'T think that dependable automatic control of the 

boiler water level is an expensive proposition. Hun- 
dreds of Johnson Boiler Water Controls are proving that 
they offer the same safety and convenince as the most 
elaborate systems—at a price that even the smallest plant 
can afford. 

The low cost of the Johnson Control is made possible 
by its new electrical method of operation, which permits 
extremely simple, uncomplicated construction. There are 
no moving parts of any sort which can jam or clog or 
become inoperative from scale accumulation. Operation 
is as dependable as the flow of electricity. 

The Johnson Boiler Water Control can be used to admit 
make-up water, to control boiler feed pump, or to sound 
alarm and cut off burner at dangerous low water level. 
It is suitable for pressures up to 300 lbs. Any plant operator 
can easily install it. 


Model A Johnson Boiler Control 


WRITE FOR 
NEW BULLETIN 





When inquiring specify FEP 743 — see information request blank, pgs. 12-13 


pobee eee acannon 
Time Switch 
Just Two Exposed Gears; Not Affected By Dust 


Features—Only two 
gears are exposed, 
all others operate 
in a sealed oil bath 
and consequently 
are always _lubri- 
cated. It is not af- 
fected by dust. 


Performance — For 
actuating off - trip- 
per, the most diffi- 
cult operation per- 
formed, there is a 
reserve power of 40 
pounds, or an equivalent of 2000%. Maker states the 
switch will operate successfully at temperatures as low 
as 20 degrees below zero. 

Description—Compact case is made of 18-gauge steel with 
a seamless drawn cover and base. Operation is accom- 
plished by a slow speed (450 R.P.M.) industrial type, 
self-starting synchronous motor. Switch is known as 
300 Series. 

PARAGON ELECTRIC CO., Dept. FEP, 37 West Van 
Buren St., Chicago, Il. 
When inquiring specify FEP 744 





see information request blank, pgs. 12-13 


O 


Micro-Action Valve 


Very Slight Taper Gives Sensitive Shut-Off 
Control 


Uses—For dampening pulsation of boiler plant governors 
and to eliminate “jitters” of gauge hand. Can be in- 
stalled on pressure line to diaphragm of pump governor 
for protection of pressure gauge mechanism and tube, also 
spring, diaphragm and stem packing. Can be used for 
protection on any control valve, such as back pressure or 








FOOD EQUIPMENT PREVIEW 





2 EOL PAATION DAMPER 


reducing regulator and for sensitive control instruments 
subjected to pulsating flow. Valve will handle steam, 
fuel oil, gas, water or other liquids with simple adjust- 
ments for each viscosity. Device is universal in appli- 
cation for varied purposes up to 3000 lbs. pressure. 
Features—Valve has extremely slight taper so that sensi- 
tive control of shut-off is effected. Slight taper minimizes 
tendency to pinch off, under changing pressure conditions, 
to approximately 2% of what is usual in ordinary valve. 
Micrometric control of opening enables operator to ob- 
tain closest approach to full shut-off down to last .0003”, 
regardless of line content. 

Description—‘“Micro-Bean” consists of a solid brass body 
in which a filter is inserted for protection from foreign 
matter. 48-to-1 taper of valve minimizes effect of stem 
and screw compression strain. Unit will give any degree 
of stabilization desired by merely turning the valve. Any 
microscopic scoring which might take place can be simply 
ground out by shutting off valve completely 2 or 3 times. 
J. A. CAMPBELL CO., Dept. FEP, 645 East Wardlow 
Road, Long Beach, Calif. 
When inquiring specify FEP745 — 


CAMPBELL MICRO-BTAN 


see information request blank, pgs. 12-13 





Solenoid Starter 


Contact Cleaning, Filing or Dressing Avoided By 
Use of Cadmium Silver Contacts 


Uses — Several types of these 
‘larger starters with solenoid 
‘| switch structure are available for 
general purpose applications, 
-|hazardous and non-hazardous 
dust, hazardous and corrosive 
gases, etc. 


Features — Switch has only one 
moving part and construction is 
© |simple. Double break, cadmium 
silver contacts are totally en- 
cased in an arc hood, each pole 
of switch having its individual 
arc chamber. Hence, starters can 
be closely grouped without 
danger of flash-over between 
switches. Size of new starter has 
been greatly reduced. Arc in- 
terrupting capacity is high. Cur- 
rents of at least ten times maximum horsepower rating 
are easily interrupted. There are no bearings pivots or 
hinges. 

Description — New unit has maximum horsepower rat- 
ing of 50 hp, 220 volts and 100 hp, 440-550-600 volts. 
Ample wiring space between starter and cabinet. White 
enamel interior makes terminals stand out distinctly. 
Starter is mounted on self-insulated metal base plate, 
which may be mounted on any metal surface without 
extra insulation. Can be supplied with or without an 
enclosure. 

ALLEN-BRADLEY CO., Dept. FEP, 1311 S. First St., 
Milwaukee, Wis. 

When inquiring specify FEPT46 — 





see information request blank, pgs. 12-13 
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INDUSTRY CHOOSES YALE! 


Air-cooling,. lifetime gears 

precision bearings and 

weather-proof motor are 
some of the features you get in the new Cable King electric 
hoist. Cable King will operate on a heavier duty cycle than 
any other hoist in the same class! That's because Cable 
King’s exclusive air-cooling eliminates excess brake heat. 
Cable King does more in any given operating hour— means 
greater savings. This new different electric hoist is described 
in detail in a FREE catalog. Send for it. 


bf hee 
i Capacity % to 6 tons. 


THE YALE & TOWNE MFG. CO. 
4530 Tacony St., Philadelphia, Pa. 


‘Please send me without obligation 
the new FREE Cable King Catalog. 


Name secede geetananiagaalvceeiccalial 
i iecaeilinia 





SEND NOW} 


for Latest Facts on 
Modern Industrial Weighing 


For closer cost control— weigh right all the way! 
Depend on modern Toledos to solve your weigh- 
ing problems—and guard your profits—with ac- 
curate, rapid, reliable scales. 

Toledo Scale Company, Toledo, Ohio 


Check here for Bulletins on 
(CO FLOOR SCALES (CO PORTABLE SCALES 
(0 BENCH SCALES (0 COUNTING SCALES 
(0 HOPPER SCALES ( OVER-UNDER SCALES 
(J MOTOR TRUCK SCALES OC BUILT-IN SCALES 





When inquiring specify FEP748 — see information request blank, pgs. 12-13 
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The Big Stanzoil Glove 
reminds you of greater profits to come 


— first, of the relief, comfort, protection that 
Stanzoil neoprene Gloves formerly brought—and 
will bring again—to your employes’ hands exposed 
to irritating oils, greases, fats, solvents, chemicals 
in your Food Plant. 


—and then, of greater profits that Stanzoils created 
for you and will create again: increased production; de- 
creased disability; fewer claims. 













Right now, neoprene is on the 
Honor Roll of prime Defense 
“musts’’. Stanzoil production has 
been sharply curtailed. But oc- 
casionally we can withdraw a 
pair for evaluating by Companies 
not acquainted with Stanzoils. 
Write today. 


THE PIONEER 


“RUBBER CoO. 
263 Tiffin Road 


SPT TAON MA Willard, Ohio, U.S.A. 
New York + Chicago 
Los Angeles 










PIONEER 





MADE WITH DU PONT NEOPRENE 


When inquiring specify FEP 749 — see information request blank, pgs. 12-13 
——— 


Put Your Compressed Air 


> 


“Through the Wringer 





For Air Lines Serving— 
Spray booths 
Abrasive air blasts 
Air hoists e« Aerators 
Air hammers and grinders 
Air guns °* Inflators 
Control valves 
And for welding, natural 
and processing gas lines. 


LOGAN ENGINEERING 
COMPANY 
4917 Lawrence Ave., Chicago, Ill. 


—and watch 
maintenance 
costs go down! 


DRY CLEAN AIR 





ti tit 


TRIAL OFFER/ 


NSD ats: 


Compresse¢ 


WET DIRTY AIR 


(Yhe 


Dries and Cleans 


When inquiring specify FEP7T50 — see information request blank, pgs. 12-13 





FOOD EQUIPMENT PREVIEW 


Electric Control Relay 


Midget Size, Handles Large Current Volume 


Uses—For use on either 
A.C. or D.C. with con- 
tacts arranged for single 
pole, normally open, 
normally closed, or dou- 
ble throw. Relays used 
for controlling electric 
heaters, signals, lights, 
pumps, compressors and 
similar equipment. 

Features — Midget size, 
and built for continuous 
self-cleaning and self-aligning 





Silver-to-silver, 
contacts. All metal parts cadmium plated. Requires 
small space and handles large current volume. 

Description—Standard relays are of open type mounted 


duty. 


on Bakelite base. Relays can be furnished with steel 
knock-out box enclosure. Coils for operation on standard 
voltages, A.C. and D.C., up to 110/115 volts at standard 
frequencies. On 220 volts, coils can be furnished for 
not less than 50 cycles. Relays are front connected, with 
strong post-type terminals. With overall Bakelite base 
dimensions of 254” x 1%” and overall depth of 1%”, 
relay can be mounted in usual wall type push button 
box. Bulletin 105 contains prices and specifications. 


WARD LEONARD ELECTRIC CO., Dept. FEP, 75 South 
St., Mt. Vernon, N. Y. 


When inquiring specify FEP 7651 — see information request blank, pgs. 12-13 
eeeeeene, jemcmmemen 


Carbonated Beverage Control System 


Bulletin describes in detail these control instruments for 
bottling plants and points out advantages of automotic 
control in manufacture of carbonated beverages. Graph 
of curves shows volume of CO, gas absorbed per volume 
of water at various temperatures and pressures. Sche- 
matic diagram shows how control system is applied to 
carbonator. Bulletin No. 48-1 is available on request. 


BROWN INSTRUMENT CO., Dept. FEP, Wayne & Roberts Aves., 
Philadelphia, Pa. 
When inquiring specify FEP 7652 — see information request blank, pgs. 12-13 


Liquid Level Controller 


No Packing Glands, Pressure Tight Shafts, 
Electrical System 


Features—Control- 
ler is applicable to 
high pressure or 
temperatures and 
is made of materi- 
als to withstand 
corrosive condi- 
tions. Design is 
such as to meet 
sanitary code re- 
quirements. There 
are no rotating or 
sliding parts and 
all exposed sur- 
faces may be sil- 
ver or gold plated, 
or rubber covered 
to resist actions of 
various chemicals. 
There is no stuff- 
ing box to freeze 
or cause leakage. 
Low maintenance 
— no linkage or 
bearings. 

Performance — 
Maker states that sensitivity is such that a change in 
level of %” of water will result in a full 154% change on 
the transmitted control pressure. Flexing of flattened 
tube is at all times within its elastic limit and tests have 
shown that with a special float the equipment will oper- 
ate at 5000# per sq. in. pressure with only about 20% 
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_ Alarge powdered milk com- 
y in Wisconsin wanted a | 
igher temperature on the. 
_ milk evaporator spray at the | 
point where it enters the 
dryers at 2500 pounds pres- 
sure. : 
The Sarco Representative, 
: when called in-on this job, 
found that the dryer was | 

| used well into the morning hours, and that the exhaust 
| steam available from the engine room some distance — 
away was not being used for heating during that per- 








-iod. A hook-up, using only a flash tank, some coils and 
a few Sarco Steam Traps as additional equipment, 
boosted the temperature from 260 to 300 degrees, 
and reduced the amount of fuel consumed for the 
entire operation. Three kinds of Sarco Steam Traps | 
were used on this job. Why not call in our nearest 
_ representative to look over your job? 


SARCO SARCO COMPANY, INC 


475 Fifth Avenue, New York, N. Y. 


SARCO CANADA LTD., FEDERAL BLDG... TORONTO, ONT 





ee ee ee 


— see information request, blank, pgs. 12-13 
SS 

reduction in sensitivity. By using slightly larger weighted 
floats, controller has been used successfully for interface 
level control where difference in specific gravity is as low 
as .07. 

Description—Construction consists of 4” dia. float and 
shaft connected to a flattened member, similar to a Bour- 
don tube, which is fastened to a supporting flange. A 
flat lever inside this tube and fastened to float shaft end 
connects with air pilot, or micro-switch for controlling 
liquid level. Change in buoyant force on float flexes the 
flattened tube and through the flat lever transmits the 
float motion to atmospheric pressure. Made in various 
models and of varied materials for specific purposes. 


MOORE PRODUCTS CO., Dept. FEP, 3629 N. Lawrence 


Ave., Philadelphia, Pa. 
When inquriing specify FEP 754 


When inquiring specify FEP 753 


see information request blank, pgs. 12-13 


Recorder-Conitroller 


Leaflet shows various types of controllers and recorders 
with specifications for each type. Major features of in- 
struments are highlighted. Leaflet DMF 812 is available 
on request. 


FOXBORO CO., Dept. FEP, Foxboro, Mass. 
When inquiring specify FEP 755 — see information request blank, pgs. 12-13 
sannpecnamsesianstil ieeauhesiecidiernes 


Thermometers and Hydrometers 


28-page-and-cover catalog displays many types of ther- 
mometers and hydrometers, a complete line of A.P.I., 
A.S.T.M. and M.C.A. instruments. Catalog gives sugges- 
tions for insuring correct hydrometer readings and has 
a handy selection chart which lists hydrometers especially 
calibrated for more than 50 products. Useful set of 
tables is shown for converting specific gravity readings 
into pounds per gallon, degrees Brix, Baume, Twaddell, 
Barkometer or per cent proof spirits. Extensive tempera- 
ture conversion table is included. Catalog is well handled 
and is packed with information. Catalog C-40 is avail- 
able on request. 


GEORGE RUEHFEL CC., Dept. FEP, 103-05 Menahan St., Brook- 
When inquiring specify FEP756 — see information request blank, pgs. 12-13 

























2-13 


ace 
Ow 


ind 
ir- 


nd 
ing 
the 
the 
US 


ance 


2-13 


ers 
in- 
ble 


2-13 


er- 
‘. 
es- 
has 
illy 

of 
ngs 
ell, 
ra- 
led 
ail- 


ok- 





August-September, 1941 


TRL Tb Cat: 


MILLS 
Advanced designs in Ball 
and Pebble Mills—All steel 
welded construction— 
Pleasing to the eye—New 
type reversible trunnion 
bearings—Exceedingly 
strong, stiff construction— 
Nine different drive ar- 
. rangements. Ask for Cata- 
logue No. 85. 

























MIXERS 

Standard Mixers complete with 
driving units and tanks —Various 
types propellers and stirrers—Tanks 
of steel, stainless, monel, etc.— 
Standard capacities 50 to 3000 gal- 
lons—Process kettles, paint and 
paste Mixers —Treaters, Blenders 
Autoclaves, Digesters, etc 


ro . 











PORTABLE MIXERS AND 
AGITATORS 

Types B and BO direct motor driven 

' —Type C gear motor slow speed 

drives—Types M and N side en- 

' trance Mixers—Agitators with 

{ speeds from 5 R.P.M. up—Propel- 

lers, shafts, etc., made of bronze, 

stainless, monel, rubber covered, 
etc. Ask for Catalogue No. 75. 


TULL DL DM 


DAYTON, OHIO 













When inquiring specify FEP 757 — see information request blank, pgs. 12-13 


O 


Turn to pages 12-13 Request slip sent to publisher 


will bring you more information about products 
described in this issue. 





Tear-off Device for 
Strip-Chart Recorders 


Uses — New device en- 
ables users of Micromax 
strip-chart recorders to 
tear off and file a record 
of each day’s operations. 
Features—Device can be 
quickly and easily at- 
tached. When _ used, 
there is no wasted chart, 
and it is not neces- 
sary to re-thread chart 
through guides. Rub- 
ber stamp can be fur- 
nished which identifies 
recorder and location of 
thermocouples. Conven- 
ient to file as those from 
round - chart recorders, 
yet has more detail and 
multiple point feature of 
strip-charts. Cost is be- 
tween $10 and $15 de- 
pending on whether or 
not a time-stamped pa- 
per is used. Complete 
details are given in 
Folder N-163(1). 
LEEDS & NORTHRUP : 
CO., Dept. FEP, 4999 Stenton Ave., Philadelphia, Pa. 
When inquiring specify FEP7T58 — see information request blank, pgs. 12-13 
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Time Delay Switch 


Uses—To pro- 
vide a prede- 
termined time 
delay in elec- 
trical control; 
for laboratory 
and industrial 
application in 
conjunction 
with magnetic 
relays and 
generally used 
where tem- 
perature 
changes are 
fairly con- 
stant and slight variations in timing are not detrimental. 
Description—Special compensating switches are provided 
where accurate delay is essential. Switches are made as 
small as technically possible without sacrificing perform- 
ance. Switches are provided with four terminals, two 
for heater coil, and two for the main circuit and adjust- 
able within time limits of one second to five minutes. 
Units are available in immediately or not immediately 
recycling types, normally open or normally closed models. 
Size with soldering lugs 3” x %” x %”, with binding posts 
3” x %” x 1%”. Wiring diagrams and timing charts sent 
on request. 

BETTS & BETTS CORP., Dept. FEP, 551 West 52nd St., 
New York, N. Y. 

When inquiring specify FEP 759 see information request blank, pgs. 12-13 


i a i 
Temperature & Pressure Controllers— 
Catalog and Text Book 


84-page, large size catalog covers a complete line of self- 
operated controllers, combined temperature controllers 
with indicators, pressure controllers, controlographs, 
wide-range indicating and non-indicating controllers, 
etc. Also shown are diaphragm motor valves, motor 
valve capacity charts, etc. Text chapters cover such 
subjects as: Why Control; Self-Operated Control; Air- 
Operated Control; Method of Operation; Glossary of Con- 
trol Terms, etc. Catalog is available on request. 
MANNING, MAXWELL & MOORE, INC., Dept. FEP, Bridgeport, 
0} e 





When inquiring specify FEP 760 — see information request blank, pgs. 12-13 
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Laboratory Hot Plate 


Uniform Surface Temperatures: Non-Warping 
Top Plate 


Uses — For heavy- 
duty laboratory 
work — heat treat- 
ments, evaporations, 
dehydrations and 
digestions, etc. 
Chemical and food 
laboratories. 
Features — Easily 
portable while in 
operation. Cool 
switch provides 
three heats. Easily 
cleaned. Does not 
scorch or burn wood or composition surfaces. Molded 
plastic feet prevent scratching. Rubber cord will not 
fray or be damaged by acids. 

Description—Baffles provide protection for 3-heat switch 
mounted on base, eliminating contact failures and assur- 
ing cool operation of understructure and switch. Sturdy 
construction embodies special, non-warping alloy top 
plate. Five sizes are available ranging from 600 to 2000 
watts for operation on 120 or 240 volts. Unit comes com- 
plete with 6 ft. rubber cord and plug. 


EDWIN L. WIEGAND CO., Dept. FEP, 7500 Thomas 
Bivd., Pittsburgh, Pa. 
When inquiring specify FEP761 — see information request blank, pgs. 12-13 
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In Cardiff, Wales, too 





Modern Washfountains Provide 
Maximum Sanitation - and 
Lower Installation and Maintenance Costs 


Around each Bradley Washfountain, 8 to 10 persons 
can wash simultaneously. Adequate washing facili- 
tise can thus be provided at lower installation cost 
than 8 to 10 separate wash basins, — and in less 
space, too. 


Clean running water comes from the central spray- 
head — and the self-flushing bow] carries off the 
water with no chance of contamination. The maker, 
BRADLEY WASHFOUNTAIN CO., 2267 W. Michi- 
gan St., Milwaukee, Wisconsin, will mail you a “Plan 
Book” to assist you in modernizing or laying out new 
washrooms. 


When inquiring specify FEP 762 see information request blank, pgs. 12-13 


a 


Much More than a Filter 


For Better 
Quality 
at Lower Cost 


SHRIVER 
FILTER 





Put better clarity, quality and. 
attractiveness into your prod- 
ucts at the lowest possible 


cost by using a Shriver Filter. CLARIFIES 
pape Bb PURIFIES 

aoe ten teas eee oat REFINES 

oS a ae oe DECOLORIZES 
ae eo oS 8€6vcmaens 
Filter will amaze you, yet its THICKENS 
design is simple and its con- RECOVERS 


struction of materials that 
best suit the conditions of 
your preduct, operating tem- 
perature and pressure. 


Write for Bulletin No. 110 
T. SHRIVER & COMPANY 


830 HAMILTON ST HARRISON, N. J 





When inquiring specify FEPT63 — see information request blank, pgs. 12-13 
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Protect Your Men 
So They Can Get 
More Work Done 





Thread Your Small Pipe 
With Less Work 
With the Speedy No. OR 


RikgiIb 







Minutes count this year — and 
avoidable motion wastes man- 
power. Speed your small pipe 
threading with these work-saver 
ratchet dies. Die heads snap in- 
stantly into ratchet ring from 
either side, can’t fall out. And 
push out easily for changing. 

Dies reverse quickly for close- 
to-wall threads, no special dies 
you can’t find when you want 
them. Handy patented die car- 
rier with each set. 

Save valuable time and effort 
— buy easier-working RimaIDs 
at your Supply House. 





Die heads push out readily 
for changing. 





Dies reverse quickly for 
close-to-wall dteak — no 
special dies needed. Lon 
wear dies, easily regroun 


THE RIDGE TOOL COMPANY 
ELYRIA, OHIO 









* WORK-SAVING PIPE TOOLS st 


When inquiring specify FEPT64 — see information request blank, pgs. 12-13 
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NEW LITERATURE 


The following literature has been issued re- 
cently by manufacturers of the products dis- 
cussed and is available to process production 


executives on request. Address requests to 
the publishers by using handy request form, 
pages 12-13, or write to the manufacturers di- 


rect. 
lS 


Handbook for Material Handling 
54-page, 8% x 11 handbook, prepared as practical guide 
for the analysis of material handling operations and the 
application of industrial power trucks. The handbook is 
well illustrated and offers a comprehensive survey of 
material handling operations. General subjects include 
material handling in industrial management, material 
handling management, organizing an industrial truck 
handling system, and practical truck engineering. Under 
each general section are included many practical ideas 
and suggestions for material handling operations. Con- 
siderable engineering data are included as well as two 
indexes, a bibliography and an appendix. Handbook is 
available on request. 


INDUSTRIAL TRUCK STATISTICAL ASSOCIATION, Dept. FEP, 


208 S. La Salle St., Chicago, Ill. 
When inquiring specify FEP (65 see information request blank, pgs. 12-13 


ammaneandl 
Flexible Interlocked All Metal Hose For 
Tank Cars 


Complete specifications for this all-metal hose for tank 
cars is supplied in this 8-page folder. Many application 
photos are used, as well as large photos showing the 
product’s main features. Several assemblies are shown 
for use with this hose. Bulletin 55-F is available on 
request. 

PENNSYLVANIA FLEXIBLE METALLIC TUBING CO., Dept. 


FEP, 72nd St. & Powers Lane, Philadelphia, Pa. 
When inquiring specify FEP 766 see information request blank, pgs. 12-13 


iceiaiiedpaih etait 
Rotary-Piston High Vacuum Pumps 


8-page, two-color bulletin gives complete information 
about these high vacuum pumps. Several models are 
shown in large size photographs and a cut-away drawing 
shows detailed features with complete explanation of 
operation. Comparative volumetric efficiencies are 
shown in graph form of five types of vacuum pumps. 
Specification tables show dimensions and features of nine 
models. Catalog No. 75 is available on request. 


BEACH-RUSS CO., Dept. FEP, 50 Church St., New York, N. Y. 
When inquiring specify FEP 767 see information request blank, pgs. 12-13 


aiken iain 
Hot Process Water Conditioning 


Forty-eight-page, attractively done catalog describes 
these hot process water softeners for removal of hard- 
ness, silica, and other scale-forming material from boiler 
feed and industrial process waters. Book also contains 
a nine-page appendix of feed-water chemistry, in addi- 
tion to heat balances, flow diagrams, two-color construc- 
tion drawings and many engineering tables and charts. 
Book is packed with useful informaticn on water condi- 
tioning, and many large photographs are used to show 
various products and accessories. Publ. No. 3000 is avail- 
able on request. 

COCHRANE CORP., Dept. FEP, 17th & Alleheny Ave., Phila- 


delphia, Pa. 
When inquiring specify FEP 768 








see information request blank, pgs. 12-13 


“‘Washfountains and Multi-Stall Showers on 
the Job” 


Attractive 5424x842-inch booklet uses many photographs 
to display maker’s products. A wide variety of applica- 
tions are shown with products in use, with only brief ex- 
planatory legends. Booklet is available on request. 


BRADLEY WASHFOUNTAIN CO., Dept. FEP, 2267 West Michi- 
gan St., Milwaukee, Wis. 
When inquiring specify FEP 769 








see information request blank, pgs. 12-13 
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FILTERS 


SYRUPS, FRUIT JUICES, VINEGAR, 
SOFT DRINKS AND DEEP FRYING FATS 


FASTER --- AT LOWER COST 


Here’s a proved way to step 
up production and cut food 
filtering costs. 


































The new Sparkler Horizontal- 
Plate Filter gives you greater 
speed, finer quality—clarifies 
and removes all suspended . 
matter. No unfiltered hold- . 5 ne 
over. You get cleaner opera- o _ 

tion — filter plates are 
enclosed — no leaking 
to outside. Easy to 
clean — more econ- 
omical — uses less 
filter aids. Portable. § 
mounted on _ rubber 
casters. Compact, re- 
quires little floor space. 
Plugs into light soc- 
ket, ready for use. 
Available in all stain 
less steel for fruit 
juices; all iron for 
deep-frying fats and in 
all bronze for syrups. 
Capacities up to 10,- 
000 g.p.h. 


Write for full details 


SPARKLER MANUFACTURING COMPANY 
Dept. H - - Mundelein, Ill. 


When inquiring specify FEP 770 — see information request blank, pgs. 12-13 


Fire-Fighting Trailer 
Uses Non-Conducting, Non-Deteriorating, 
Non-Damaging Carbon Dioxide Gas 


Uses—These hose 
reel trailers can be 
quickly attached to 
any truck or trac- 
tor and used for 
protection of large 
or widely sepa- 
rated flammable 
liquid or electrical 
hazards or 
wherever probable 
location of fire 
cannot be deter- 
mined in advance. 
Used in industrial 
process plants, 
electric generating 
or booster stations, 
oil properties, etc. 
Features—Unit 
uses carbon diox- 
ide, a clean, dry inert gas which is non-conducting, non- 
deteriorating and non-damaging to materials, machinery, 
instruments or finishes. Ventilation removes gas after 
the fire. 

Description—These wheeled units carry as many as ten 
50 lb. cylinders of gas, with one or two hose reels with 
100, 150 or 200 feet of high pressure hose. The hose dis- 
charge horns are fitted with quick-opening valve for con- 
trolling gas discharge. Pressure operated type valves 
discharge a portion of all cylinders simultaneously. This 
design eliminates levers and weights for individual cylin- 
ders and minimizes possibility of accidental discharge. 


C-O-TWO FIRE EQUIPMENT CO., Dept. FEP, 10 Empire 


St., Newark, N. J. 
When inquiring specify FEP771 


SPARKLER 


Horizental-Plate 


FILTERS 





see information request blank, pgs. 12-13 
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A small capacity mixer, designed to do 
its job thoroughly, quickly, economic- 
ally. Our catalog 2400 shows this 3% 
cubic foot mixer and many others up 
to 550 cubic feet capacity. Write for a 
copy today. 


SPROUT WALDRON: co. 


180 sHEeRMaN St MUNCY, PA, 


Manufacturing Ingineers .... Since 1866 


CRUSHING, GRINDING, GRADING, PACKING, ELEVATING 
CONVEYING, MIXING AND POWER TRANSMISSION MACHINERY 


When inquiring specify FEP 772 — see information request blank, pgs. 12-13 


Variable Speed Pulley 


Turn of Control Wheel Permits Changing Speed 
While Running 


Uses — Designed 
primarily for light, 
inexpensive ma- 
chines which do 
not justify costly 
transmission in- 
stallations. Adapt- 
able to old or new 
machines. 
Features — This 
balanced pulley 
has a short over- 
hang, forced lu- 
brication, balanced 
sheave and is of all metal construction. Curved pulley 
faces keep belt faces at full contact at all pitch diameters, 
prolonging belt life. Turn on control wheel gives in- 
finite selection of speeds while machinery is running. 
Pulley offers means of modernizing old fixed speed equip- 
ment at low cost. Installation is as easy as installing 
ordinary V-belt drive. 

Operation—Complete unit includes variable pitch pulley 
and adjustable sliding motor base. By turning hand- 
wheel of the base, motor moves backward or forward 
causing an increase or decrease in belt tension. This ac- 
tion causes pulley to open and close, changing pitch dia- 
meter and driven speeds. Both parts of pulley move as 
motor is shifted so belt always remains in same center 
line plane. 

Decription—Pulley mounts directly on motor shaft and 
requires only standard V-belts. Made in three sizes, 
from % to % H.P. capacity; speed ratios up to 2-% to 
1 available. 


IDEAL COMMUTATOR DRESSER CO., Dept. FEP, 5073 


Park Ave., Sycamore, II. 
When inquiring specify FEPT73 — see information request blank, pgs. 12-13 
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New Literature (Cont.) 


Engineering Data on Power Transmission 

Equipment 
Two hundred and eighty-eight-page, stiff cover, pocket 
size (314%4”x6”) catalog lists a wealth of material and en- 
gineering data on all types of power transmission equip- 
ment. Several pages show essential calculations for spur 
gears and on ratiomotors and reductors. Index inside 
front cover makes information readily found. Many 
photos, line drawings and tables of specifications com- 
plete this handy book. Catalog 53-1940 is available on 
request. 


DENVER EQUIPMENT CO., Dept. FEP, 1400 Seventeenth St., 
Denver, Colorado. 


When inquiring specify FEP 774 see information request blank, pgs. 12-13 


**“How to Maintain D-C Motors” 
Eight-page booklet is a manual for maintenance of D-C 
motors. One informative chart shows the symptom, cause 
and remedy for many troubles of D-C mctors. Other 
suggestions in the booklet cover overhauling and repairs, 
inspection records, inspection and servicing schedules, 
proper selection of motor, spa.e parts, etc. Booklet 
GEA-3488 is available on request. 

GENERAL ELECTRIC CO., Dept. FEP, Schnectady, N. Y. 
When inquiring specify FEP 775 — see information request blank, pgs. 12-13 


Blowers and Fans 


Twenty-page booklet illustrates and describes many types 
of blowers and fans, including blast coolers, duct boosters, 
exhaust fans, fan guards, man cooling fans, stack fans, 
etc. Large, clear photos show the products to advantage. 
Complete specifications and rating tables are given for 
various models. Catalog No. 71 is available on request. 
INTERNATIONAL ENGINERING CO., Dept. FEP, Dayton, Ohio. 
When inquiring specify FEP776 see information request blank, pgs. 12-13 


Tools and Tool Sets 


One hundred and four-page, large size catalog illustrates 
1169 tools and 74 complete tool sets. Catalog covers a 
complete line of tools, including a huge variety of wrench- 
es of all types, wheel pullers, pliers, gauges, hack saws 
and blades, files, tubing cutters and benders, screw 
drivers, hammers and a number of specialized tools. 
Complete specifications and informative details are given 
for all types and large photos show products to advantage. 
Catalog is indexed numerically and alphabetically. Cata- 
log No. 41 is available on request. 

BONNEY FORGE & TOOL WORKS, Dept. FEP, Allentown, Pa. 


When inquiring specify FEP 777 — see information request blank, pgs. 12-13 


Food Package Conveyors 


Six-page, two-color folder shows many installation photos 
of conveyors operating in food manufacturing plants— 
flour, eggs, biscuits, candy, canning, etc. Typical installa- 
tion is shown in blueprint type drawing illustrating basic 
principle of operation. Folder No. 341-G.P. is available 
on request. 

LAMSON CORP., Dept. FEP, Syracuse, N. Y. 

When inquiring specify FEP 778 see information request blank, pgs. 12-13 


Dust Collectors 


Eight-page, two-color booklet describes four main types 
of dust collectors. Specifications and complete details 
are given for each model. Large photos show equipment 
to advantage and line drawings show operating features. 
Booklet is available on request. 

RICHMOND MFG. CO., Dent. FEP, Lockport, N. Y. 

When inquiring specify FEP 779 — see information request blank, pgs. 12-13 


Hydraulic Lift Truck 


New two-color, four-page folder gives specifications for 
several models of these hydrauiic lift trucks. Important 
features are described in detail and shown with spot 
drawings. Several application photos are shown. Bulle- 
tin No. 123 is available on request. 

LYON IRON WORKS, Dept. FEP, Greene, N. Y. 

When inquiring specify FEP780 see information request blank, pgs, 12-13 
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Bent Lug Type of Chain 


CHAINS WITH 
SPECIAL ATTACHMENTS 


Two of many types are shown here. Above, 
a lug chain, one of several standard types. 
At left, one of the standard extended pin 
chains used chiefly for timing. When no 
standard Diamond Chain exactly suits, spe- 
cial chains are designed by Diamond engi- 
neers. 

For conveying, packaging, bottling, canning 
and numerous kinds of machinery, Dia- 
mond Special Attachment Chains simplify 
design and reduce costs. 


Write for Bulletin No. 22. DIAMOND 
CHAIN & MFG. CO., 416 Kentucky Ave., 
Indianapolis, Indiana. Offices and Distribu- 
tors in All Principal Cities. 


DIAMOMD 


CONVEYOR CHAINS 


When inquiring specify FEP781 — see information request blank, pgs. 12-13 





Extended 
Pin Chain 





REDUCE STEAM COSTS 


Stationary Grate 
Type—Fine par- 
ticles of fuel are 
burned in sus- 
pension, coarse 
coal on the 
tes. OVER 
HROW Rotor 
ection insures 
uniform fuel dis- 
tribution. Flex- 
ible, dependable 
and efficient, 
with a wide va- 
riety of fuels. 
Dumping grate 
type also avail- 
able. 


Detroit RotoStoker 


Economically burns wide range of fuels. Successfully 
handles rapidly fluctuating loads. Easy to operate. 





RotoStoker is one of seven types of Detroit stokers in- 
cluding both underfeed and overfeed, for all requirements 
from the small heating plants to large power operations. 


Save coal—save labor. 


Write for Catalog No. 841--today 


DETROIT STOKER COMPANY 


General Motors Bldg., Detroit, Mich. 
Since 1898 W orks—Monroe, Mich. 
Built in Canada—London, Ont. 





When inquiring specify FEPT82 — see information request blank, pgs. 12-13 





Vat LO). GEk 
or STORE IT 


WITH THOMAS 


AKG) TUNG. RUCKS 


Truck and Storage Unit are Combined in This Efficient 
Floor Truck System for Handling Materials. 


@ Removable Jak-Tung to lift and move trucks. 

@ Jak-Tung platforms to store and carry loads. 

@ One Jak-Tung serves a number of platforms. 

@ Avoids rehandiing products in Manufacture and Storage. 
@ Jak-Tung is simple, safe and easy to raise and lower. 
@ Speedy, flexible and efficient in operation. 

@ Sizes, types and capacities for most uses. 


@ Equipped with Hyatt Roller Boarings 
and molded-on rubber tired wheels. 


No. 102-R 
Jak-Tung to lift 
and move the 
truck, One Jak- 
Tung serves many 

trucks. 


No. 125-126 have stron: 
with smooth hardwoo 


steel frames 
platforms. 


JAK-TUNG TRUCKS HAVE BEEN SERVING INDUSTRY SINCE 1916 


Write THOMAS TRUCK of Keokuk today 


for catalog and prices. 


HOMAS TRUCK and CASTER CO. 
4144 MISSISSIPPI «o-~ KEOKUK, IOWA 
When inquiring specify FEP783 — see information request blank, pgs. 12-13 


Where there is Dust, even in small amounts, there is ALWAYS 
needless expense that DRACCO Dust Control can eliminate. Dust 
never pays — it is destructive to equipment and reduces plant 
efficiency and increases production costs. We can control Dust 
in ANY quantity — from one small operation to an entire plant. 
DRACCO Dust Control does not necessarily require a large in- 
vestment. Dust from individual operations can be controlled 
with DRACCO Unit Filters for about a couple of hundred dollars 
per unit. Why not contact DRACCO Engineers? They have over 
2 years experience correcting Dust conditions of every descrip- 
on, 


“Tteimn lin 
yall eh ia 


271) :1.\4 


ieee 


Write for Bulletin 302 
DRACCO CORPORATION 


Successors to The Dust Recovering & Conveying Co. 
4060 East 116th Street, Cleveland, Ohie New York Office: 130 West 42nd Street 


PNEUMATIC CONVEYORS ¢ DUST COLLECTORS | 


When inquiring specify FEP784 — see information request blank, pgs. 12-13 
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New Literature (Cont.) 


Seamless Metal Bellows and Bellows 
Assemblies 

Twenty-eight-page, two-color catalog, large size, indi- 
cates the fundamental applications of seamless metal bel- 
lows and describes both roll-formed and hydraulically 
formed bellows in single and multi-ply types. Also dis- 
cussed are bellows metals, action of bellows under load, 
their endurance qualities, their life expectancy, etc. Cata- 
log is profusely illustrated with application diagrams and 
contains many tables of data. Well done Catalog No. 130 
is available on request. 


FULTON SYLPHON CO., Dept FEP, Knoxville, Tenn. 
When inquiring specify FEP 785 — see information request blank, pgs. 12-13 
SS , 


“The Story of Modern Industial Weighing” 


Two-color broadside shows about 80 different types and 
styles of scales for industrial use. Each scale has descrip- 
tive material giving capacities and other data. Twenty 
or more photos show widely varied applications in all 
types of industries. Scores of the 50,000 users are listed. 
Broadside is available on request. 


EXACT WEIGHT SCALE CO., Dept. FEP, 32 West Fifth Ave., 

Columbus, Ohio. 

When inquiring specify FEP786 — see information request blank, pas. 12-13 
ieicatnsdineReammiamanien 


Double-Check Zeolite Water Softeners 


Bulletin contains complete, easily-understood description 
of the double-check principle of controlling distribution 
and flow of water. Large cut-away photos show the out- 
standing double-check features and operating principle. 
Text is informatively written. Bulletin No. 605 is avail- 
able. 


ELGIN SOFTENER CORP., Dept. FEP, Elgin, Il. 
When inquiring specify FEP 787 — see information request blank, pgs. 12-13 
saelciacacanseil iia 
Continuous Flow System for Loose-Materials 
Handling 

Twenty-four-page, two-color catalog illustrates and de- 
scribes completely this bulk-flow system for conveying 
loose materials. Design and operating advantages are 
shown in one section and several typical arrangements 
are shown, all by means of line drawings. Assemblies 
of the basic sections are given with major dimensions. 
Several pages show schematic drawings of typical install- 
ations with photos of equipment in use. Long list of 
products conveyed by these units is shown, as are de- 
tailed capacity tables of various models. Book Number 
1975 is available on request. 

LINK-BELT CO., Dept. FEP, 307 N. Michigan Ave., Chicago, Ill. 
When inquiring specify FEP788 — see information request blank, pgs. 12-13 

sieesuiniatenenisiadlitiaientiaiimacias 


Packings and Gaskets Handbook 


Profusely illustrated, 44-page-and-cover catalog is used 
to display many types of packings and gaskets. Catalog 
contains service recommendations and suggestions. Hand- 
book includes tables which serve as a guide to proper 
selection for many types of equipment under such diver- 
sified conditions as steam, brine, ammonia, acids, caus- 
tics, and oils. Another section discusses “how to get 
the best results from packings.” Catalog Form PK-12A 
is available on request. 

JOHNS-MANVILLE, Dept. FEP, 22 East 40th St., New York, N. Y. 
When inquiring specify FEP 789 — see information request blank, pgs. 12-13 


ee 
Industrial Hose Catalog 


A wide variety of industrial hose is shown in this 24- 
page-and-cover catalog, including spray-painting air and 
fluid hose, solvent-resisting hose, welding hose, pneu- 
matic tool hose, etc. One major sections shows, with ex- 
cellent photos, the manufacturing processes for making 
hose. Cut-away sections of each type of hose are shown 
with specification tables. A section on hose connections 
completes the catalog. Booklet HD-A is available on re- 
quest, 

DeVILBISS CO., Dept. FEP, Toledo, Ohio. 

When inquiring specify FEP7TQO — see information request blank, pgs. 12-13 
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Production holdups are expensive 

at any time. And with business 
jamming your plant, bottlenecks are doubly 
costly. Yet ONLY Westco Boiler Feed Systems 
minimize delay with Patented, Renewable-Liner 
Pumps ... and, in addition, give you these field- 
proven advantages— 

AUTOMATICALLY RETURN condensate to boiler. 

ADD MAKE-UP WATER automatically to com- 
pensate for steam losses. 

MAINTAIN WATER LEVEL in boiler to 3/4" 
range. Hold uniform steam space. 

KEEP RETURN LINES OPEN. Eliminate back 
pressure. 

INEXPENSIVE TO OPERATE because no steam 
is used in running systems. It's saved for use 
in your plant. 

EASY TO INSTALL due to compactness and 
simplicity of design. 

Sizes to 750 H.P. and 200 Ibs. 
pressure, provide a system to meet 
your needs. Write for iaferme- 
tion .. . and we'll gladly explain 
how Westco will help you cut pro- 
duction corners. Ne obligation, 
of course. 


MICRO-WESTCO, INC. 


5700° State St. SETTENDORF, OWA ESA 
When inquiring specify FEP791 — see information request blank, pgs. 12-13 


Air Injection Manifold 


Spreads Small Coal Sizes In Predetermined 
Pattern 


‘a 1 


[ 


Uses— Applications 
mainly in small and 
medium size steam 
plants where mod- 
ernization of exist- 
ing furnace is de- 
sired. For spreader 
type stokers. . 
Features — Elimin- 
ates need for high 
speed moving mech- 
anical parts within 
high temperature 
part of furnace. Unit 
automatically supplies the over-fire air needed for burn- 
ing coal in fine suspension, and simultaneously creates 
turbulence in furnace favorable to higher combustion ef- 
ficiency. Unit is quiet operating, low cost type. 
Performance—Maker states this noiseless type of low 
pressure air injection manifold will spread small sizes of 
coal in a predetermined pattern conforming to furnace 
grate area with less than 25% plus or minus cumulative 
variation. 

Description—As shown in cut, manifold is designed to 
connect directly to standard 1750 r.p.m. low pressure air 
blower. One air outlet nozzle protrudes directly below 
each of the mechanically driven coal delivery screws of 
the stoker. Each nozzle gives a flat, fan-shaped spreading 
of coal. Tests show blower capable of supplying air at a 
maximum of 4%” static pressure. Adjustment for various 
sizes of coal, wet or dry, is secured with a main manifold 
damper and small, individual dampers on each spreader 
nozzle. 


AMERICAN COAL BURNER CO., Dept. FEP, 155 East 


Superior St., Chicago, Il. 
When inquiring specify FEP7Q2 — see information request blank, pgs. 12+13 
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avevou BOth 
with HIGH EFFICIENCY 
at LOW COST 


—— are two dry type American Collectors—the 
“Dustube” cloth bag type and the “Cyclone.” These 
units are notable for their unusually high efficiency. The 
“DUSTUBE," for example, is more than 98%, efficient by 
weight; and by dust count, the discharged air shows less 
than ten million particles from two to ten microns in size. 
The “CYCLONE,” because of its distinctly improved de- 
sign, is far superior to the average cyclone in efficiency; and 
it compares well with the average wet system, though it is 
much less expensive. 

The WET DISPOSAL UNIT, also illustrated, can be added 
to either of these two collectors, or any other dry type of 
collector, for discharging accumulated dust as a wet sludge. 
bi for literature and information about these equipments 
today. 


wee Vom We CA 
2 aL 


4 S$. BYRKIT ST. MISHAWAKA, IND 










When inquiring specify FEP 793 — see information request blank, pgs. 12-13 


Gas Powered Lift Truck 


Compact, Light-Weight, Low Cost Unit 


Uses — For handling pallet 
and skid loads of boxes, car- 
tons, bags, bales, barrels, 
drums, etc. For hauling, 
lifting, stacking, towing. 
Features—Truck is equipped 
with six brake horsepower 
gasoline engine and has mul- 
tiple disc clutch that elimin- 
ates gear shifting. Unit will 
operate in narrow aisles and 
has high maneuverability. 
Operating cost is 6 to 10 
cents per hour for gas, oil, 
tires and repairs. 
Performance—Lifts up to a 
maximum of one ton to a 
height of nine feet in ap- 
proximately 25 seconds. 
Description—Made in 14 standard models with capacities 
from 1200 to 2000 lbs. and overall heights of 63 to 83 
inches. Height of lift is from 36 to 108 inches to bottom 
of fork. Wheel base is 43 to 45% inches, and width is 
28 inches. Weight is approximately 2650 to 2800 lbs. 
MOBILIFT CO. of N. Y., INC., Dept. FEP, 501 West 30th 
St., New York, N. Y. 
When inquiring specify FEP 794 — see information request blank, pgs. 12-13 
ce 








Storage Cabinet For Blueprints, Tracings, 
Drawings, Maps, Artwork, Etc. 
Three-color, four-page folder illustrates and describes 
several types of these olive green, steel cabinets. Major 
features are pictured and discussed separately. Tables 
show specifications for all models. Folder BP-6 is avail- 

able on request. 


ALL-STEEL EQUIPMENT CO., Dept. FEP, Aurora, Il. 
When inquiring specify FEP7T96 — see information request blank, pgs. 12-13 
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New Literature (Cont.) 


Three Types of Flexible Couplings 


Attractive 8-page catalog, two colors, contains design and 
construction features, dimensions, weights and prices of 
three types of couplings. Large, clear photos and line 
drawings show major points about these couplings. Speci- 
fication tables are shown for the three types. Catalog 
No. 33 is available on request. 


D. O. JAMES MFG. CO., Dept. FEP, 1120 West Monroe St., Chi- 
cago, 


When inquiring specify FEP 796 see information request blank, pgs. 12-13 


eectieiiel ieeaea 
Engineering Data on Single-Stage, Double- 
Suction Centrifugal Pumps 


Comprehensive 40-page, three-color catalog gives con- 
struction features, pump dimensions, normal and special 
application data and much valuable engineering data in- 
cluding, friction tables, head-capacity tables, informa- 
tion on how to figure pumping head, filtration in water 
pipes, constants and rules, etc. Bulletin B-6146 is avail- 
able on request. 

ALLIS-CHALMERS MFG. CO., Dept. FEP, Milwaukee, Wis. 
When inquiring specify FEP 797 see information request blank, pgs. 12-13 


ccc timgllatangeai de 
Adjustable Tank Supports and Saddles 


Eight-page, bulletin describes these adjustable tank sup- 
ports and saddles for mounting tanks, vats and wood »r 
metal vessels of all types. Complete specifications and 
engineering data are given. Mounting details are shown 
with large line drawings. Engineering Data Form Tank- 
41 is available on request. 


TEMPLETON, KENLY & CO., Dept. FEP, 1020 S. Central Ave., 
Chicago, Ill. 
When inquiring specify FEP 798 — see information request blank, pgs. 12-13 


ccna ected 
How to Waterproof and Patch Concrete 
Walls and Floors 


Illustrated folders gives details showing how to water- 
proof and patch concrete walls and floors. Interesting 
photos show application methods, before-and-after views, 
etc. Three types of this cement are shown with details 
of use, size of containers, and characteristics. Folder is 
available on request. 


soo se oN MFG. CO., Dept. 426, 570 Communipaw Ave., Jersey 
y, N. 
When inquiring specify FEP 799 see information request blank, pgs. 12-13 


I 
Traction Sanders for Trucks and Tractors 


Four-page folder shows many applications for these trac- 
tion sanders for trucks and tractors. Detailed photos 
show sander position on truck and diagram drawings 
show how air and electrical connections are made on 
trucks. Folder is available on request. 


LINTERN CORP., Dept. FEP, 7960 Lorain Ave., Cleveland, Ohio. 
When inquiring specify FEP800 — see information request blank, pgs. 12-13 
aeennasemnll: Detearniecamtiniain 


Hot Process Water Softening 


Attractive 12-page, two-color catalog shows many im- 
portant features of this hot process water softening equip- 
ment. Center spread shows large cut-away type draw- 
ing showing the general assembly of this hot lime and 
soda process water softening plant. Many installation 
photos are shown on the cover, and major construction 
details are clearly outlined. Booklet is available on 


request. 

AMERICAN WAsEE porsees CO., Dept. FEP, Lehigh Ave. 
& Fourth S&t., ys 

When inquiring ~ Pre 80 - see information request blank, pgs. 12-13 


Fire Fighting Equipment—He:ze, Couplings 
and Clothing 

Fourteen brands of fire hose are discussed in 6-page, 

three-color folder. Reels, couplings, hose ripes, boots 

and clothing are also described and illustrated. Bulletin 

is available on request. 


GOODALL RUBBER CO., Dept. FEP, 5 8. 36th., Philadelphia, Pa. 
When inquiring specify FEP8O2 — see information request blank, pgs. 12-13 
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GOT ANY 
TOUGH. 


CLEANING 
PROBLEMS? 


As Smekeheusts for (nample f 


If you ever had to clean the greasy smoky deposits 
from smokehouse walls, you know what a tough job it 
is. Yet Magnus Smoke House Cleaner does the job in 
a small fraction of the ordinary time — at much lower 
costs — and with a great deal less hazard and discom- 
fort to workers. 


There are special Magnus Cleaners for many food plant 
cleaning problems. Our development division is only 
too glad to work out special materials for those prob- 
lems for which we do not already have an effective 
answer. Tough cleaning problems are our job. 


LET US TAKE A WHACK AT THEM! 
MAGNUS CHFMICAL'CO., INC. 


Manufacturers of Cleaning Materials, Industrial Soaps, Metallic 


Soaps, Sulfonated Oils, ulsifying Agents and Metal Working 
Lubricants. 
a 173 South Avenue 


\ iy MAGNUS CLEANERS 


When inquiring specify FEP8O03 — see information request blank, pgs. 12-13 











Stencil Cutting Machine 
New Machine Increases Output 10 to 12% 


Made in three sizes for cutting 1”, 34” 

stencils, this NEW stencil machine operates with 
speed and economy for marking your shipments. 
rite for free booklet and prices. 


(ARSH 


MARSH STENCIL MACHINE CO. 
Belleville, Hl. 








When inquiring specify FEP804 — see information request blank, pgs. 12-13 








































MORRISON WIRE STITCHERS 
SPEED WORK e« CUT COSTS 








MORRISON Wire Stitch- 
ing Machines equipped 
with the exclusive Type- 
SL Stitching Head not only 
speed up sealing of corru- 
gated and solid fibre con- 
tainers but make stronger, 
pilfer-proof, and moisture- 
proof seals, superior to 
gluing and taping. 

15 standard models in- 
clude bottom stitchers, top 
sealers, combination units, 
side seamers and arm ma- 
chines in a wide variety of 
machine sizes and throat 
depths to meet every re- 
quirement. Illustrated cat- 
alog sent upon request. 


SEYBOLD DIVISION 
Harris « Seybold + Potter Co. 
044 WASHINGTON ST. © DAYTON, OHIO 


Ue Cae OOO an 


When inquiring specify FEP805 





~ see information request blank, pgs. 12-13 


BEARINGS 
A BIG ITEM 


IN YOUR PLANT 








JUST think what it would mean to 
you if you could double or treble the 
life of each bearing . . . reduce re- 
placement bearing and labor costs 
. + + avoid unnecessary production 
interruptions. That is exactly what 
thousands of manufacturers are ac- 
complishing with BALL BEARING 
LUBRIPLATE. They condition bearing 
surfaces, reduce friction and prevent 
rust and corrosion. Write today for 
literature. 





7 FACTS ABOUT 
LUBRIPLATE 


1. Produces ultra-smooth 
wear-resisting bearing sur- 
face. 2. Reduces friction 
—lowers maintenance and 
power cost. 3. Resists 
rust, corrosion, pitting. 4. 
Assures clean lubrication. 
6. Outlasts ordinary lub- 
ricants many times. 6. 
Economical—a_ little goes 
a long way. 7. Available 
in fluid and grease types 
for every need. 

























LUBRIPLATE DIVISION 
FISKE BROTHERS REFINING CO. 


NEWARK, N. J. TOLEDO, OHIO 
‘Dealers from Coast to Coast 


LUBRIPLATE 


THE MODERN LUBRICANT 


THAT ARRESTS PROGRESSIVE WEAR 


When inquiring specify FEP8O06 — see information request blank, pgs. 12-13 
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New Literature (Cont.) 
**Airflex’’ Couplings 


Twenty-page, three-color bulletin illustrates and de- 
scribes the many features of these couplings. Typical in- 
stallation views are shown with large cut-away photos 
of major construction details. “Rubber Loading in Shear” 
principle is clearly described. Dimensions drawings and 
specification tables are given for each type of coupling. 
Another section gives valuable data on “how to select” 
the proper coupling. Bulletin 8100 is available on re- 
quest. 

FALK CORP., Dept. FEP, 3001 West Canal St., Milwaukee, Wis. 
When inquiring specify FEP807 see information request blank, pgs. 12-13 


O 


Protection of Metal Surfaces Against Rust 
and Corrosion 


Four-page folder describes this rust preventive material 
and gives a list of metal parts on which the maker states 
the material can be used. Advantages and features of 
the material are indicated. Folder is available on re- 
quest. 


HART PRODUCTS CORP., Dept. FEP, 1440 Broadway, New 
York, N. Y¥. 
When inquiring specify FEP808 





- see information request blank, pgs. 12-13 


O. 


Solving Fitting Vibration Problems 


Problem of eliminating fitting and tubing failure result- 
ing from vibration or tube movement in mechanical 
equipment is discussed in this 16-page, two-color booklet. 
Three major types of tube movement found in lines used 
to carry liquids or gases—classified as major and minor 
vibration and tube movement—are defined and specific 
recommendations made for preventing such failures. Bul- 
letin No. 3101 is available on request. 


IMPERIAL BRASS MFG. CO., Dept. FEP, 1200 W. Harrison St., 
Chicago, Ill. 
When inquiring specify FEP809 see information request blank, pgs. 12-13 


SO el 
Adjustable V-Belt 


Unique booklet of 24 pages uses large photos almost en- 
tirely to show advantages and special points about these 
adjustable V-belts. Very little copy is used and the 
photos tell the story. “Veelos Picturegraph” booklet is 
available on request. 

MANHEIM MFG. & BELTING CO., Dept. FEP, Manheim, Pa. 
When inquiring specify FEP810 see information request blank, pgs. 12-13 

———--O 


General Catalog of Industrial Products 


Twenty-four-page, two-color catalog contains descrip- 
tive material and photos of a large number of products, 
including flashlight storage batteries, electric etchers, 
soldering irons, variable speed pulleys, grinding wheel 
dressers, wire strippers, under-cutters, industrial clean- 
ers, armor cutters, wire brazers, etc. General line of 
products is shown. Catalog is available on request. 


IDEAL COMMUTATOR DRESER CO., Dept. FEP, 1270 Park 
Ave., Sycamore, Ill. 

lyn, N. Y. 

When inquiring specify FEP811 


see informction request blank, pgs. 12-13 








Rotary Hand Pumps 


Six-page, two-color bulletin provides much information 
on these rotary hand pumps. Large drawing shows oper- 
ating principle. Many models are shown for various ca- 
pacities and uses. General specifications are given for 
each type. Bulletin No. 205 is available on request. 


BLACKMER PUMP CO., Dept. FEP, 1845 Century Ave., 8.W., 
Grand Rapids, Mich. 
When inquiring specify FEP812 — 


Hammer Mill 


Four-page, two-color folder illustrates and describes in 
detail these hammer mills. Major construction features 
are pictured and discussed. Performance proof is shown 
in another section. Bulletin is available on request. 

SCRUTTE PULVERIZER CO., Dept. FEP, 27 Clyde Ave., Buffalo, 


see information request blank, pgs. 12-13 


see information request blank, pgs. 12-13 


When inquiring specify FEP813 
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my YOU'RE ALL SET } 
S te ss FOR THE WET & 


i 


WITH THE NEW 


TRIVCLAD 


aplaslproog 


MOTOR 


HIS new member of the Tri-Clad motor family has 

extra protection features which enable it to give long 
service in wet surroundings. Its contours shed water and 
direct-splashing liquids. Its special insulation makes it highly 
resistant to water vapor and spray. 
Strong, one-piece cast-iron frame and end shields com- 
pletely encase the motor. Ventilation openings are well 
baffled. Its cast-iron conduit box is waterproof. Corrosion- 
resistant Glyptal enamel protects metal surfaces from rust. 
The stator coils are Formex wire, bonded and armored 
with synthetic resins and Glyptal No. 1201 Red, giving 
high dielectric strength. Ball bearings, with complete 
cast-iron enclosures, are standard. Write today for Bulletin 
GEA-3595. General Electric Company, Schenectady, N. Y. 







Tri-Clad open motors, 1-15 hp, 1800 rpm, also available. 


GENERAL & ELECTRIC 


750-79-8058 





When inquiring specify FEP814 see information request blank, pgs. 12-13 





WASH-RINSE-COOL 
WITH SPRACO NOZZLES 


With food production for national defense greatly 
increasing, it will pay you to equip your plant with 
Spraco nozzles for washing, rinsing, cooling and other 
processes. We carry a wide range of types and sizes 
in stock for immediate shipment. 


Write for latest Nozzle Bulletin 


_y_ SPRAY ENGINEERING CO. 


== 113 Central Street, Somerville, Mass. 


stn ome 


When inquiring specify FEP816 — see information request blank, pgs. 12-13 
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. .. covering all lines of food manufacturing plants . 
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Rotary Pump 


High Lift, Non-Chattering Relief Valves Handle 
Full Capacity 


Uses — Postive dis- 
placement pump for 
industrial use. Has 
been tested satisfac- 
torily on wide va- 
riety of liquids rang- 
ing in viscosity 
from naphtha to 
blackstrap molasses. 
Features — Design 
refinements have 
stepped up pump’s 
efficiency, made it 
more quiet in op- 
| ; . j eration, and in- 
creased bucket life 
from 2 to 3 times. Pumps are equipped with high lift, 
non-chattering, adjustable relief valves that will handle 
full capacity of pump without shock or end thrust on 
working parts. Streamlining of inlet chamber permits 
unit to handle liquids of higher viscosity at rated operat- 
ing speed. 
Description — Pumps are furnished without removable 
liner for handling clean liquids with lubricating proper- 
ties. Pumps are furnished with removable liners for 
corrosives and mildly abrasive liquids. Standard units 
are furnished as single or twin pumps with single reduc- 
tion gear drive or as single pump direct connected to 
gear-head motor, also for flat belt drive. Pipe connec- 
tions are 2”, both inlet and outlet, tapped. Rated ca- 
pacity is 50 GPM. Rated speed is 460 RPM. Rated 
maximum pressure for lubricating liquids is 110 Ibs. psi., 
and for non-lubricating liquids, 75 lbs. psi. Pumps for 
higher pressures are also available. 
BLACKMER PUMP CO., Dept. FEP, 1845 Century Ave., 
S.W., Grand Rapids, Mich. 
When inquiring specify FEP816 — see information request blank, pgs. 12-13 
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Flexible Coupling 


Air Pressure Change Effects Coupling’s Degree of 
Elasticity 


Uses—For connect- 
ing Diesel, oil, gaso- 
line or gas engines 
to any type of driv- 
en machinery; used 
with motor driven 
compressors, single 
cylinder pumps and 
other driven mach- 
inery of similar 
fluctuating torque 
nature. 
Features—Degree of 
resiliency of cou- 
pling can be readily 
changed to suit ap- 
plication by chang- 
ing the air pressure. 
This often eliminates need for adjusting setting of con- 
nected units, or making changes in shaft diameters and 
lengths or in the flywheel, to alter torsional characteris- 
tics of drive system. 

Description—Coupling consists of special resilient rubber 
gland lined with a pre-molded, pre-vulcanized cylindrical 
section treated to prevent air loss. This lining is covered 
with multiple alternating layers of tough durable fabric 
and live rubber. The entire gland is permanently bonded 
to rugged inner and outer rims. Gland is inflated to 
proper pressure through a standard thread Schrader valve 
which will take any hand pump fitting or air nozzle. 
Rubber covered metal cap prevents foreign material from 
entering valve. Couplings are made in six standard 
types for varying types of jobs. 

FALK CORP., Dept. FEP, Milwaukee, Wis. 

When inquiring specify FEP817 


ciara amaramines 


Pie Truck and 


Food Conveyor 


Has No Dirt Catching Crevices; Drainage Holes 
in Shelves 





see information request blank, pgs. 12-13 


Uses — Special applica- 
tions in bakeries and 
plants where this type 
of truck meets material 
handling needs. 
Features—New truck is 
made completely of 
stainless steel. Shelves 
have holes that permit 
drainage downward to a 
flat bottom shelf which 
can be easily cleaned, 
Shelves also are ribbed 
in center for extra 
strength and have raised 
edges to prevent prod- 
ucts from falling off. 
Description—Truck has 
rubber bumpers all 
around, is easily man- 
euverable, and has 
heavy duty rubber tired swivel casters for easy operation 
when fully loaded. Truck is constructed without bolts 
or screws and nothing can work loose. Corners of shelves 
are die notched for accurate fit against uprights, with no 
dirt catching crevices. Tubular stainless steel push han- 
dles are welded and ground smooth at uprights. Truck 
is 23” wide, 43” deep by 69%” high. Shelves are 21” 
wide by 41” deep. 

S. BLICKMAN, INC., Dept. FEP, 806 Gregory Ave., Wee- 
hawken, N. J. 

When inquiring specify FEP818 
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see information request blank, pgs. 12-13 
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POWDER YOUR FOOD 
PRODUCTS FASTER, AT 


LESS COST! c= 


@ Take advantage of the in- 
creasing demand for pow- 
dered food products.  In- 
vestigate the advantages of 
Bowen Spray-drying units. 
Available in either portable 
or permanent types, these 
units are designed for indi- 
vidual requirements. De- 
scriptive literature will be 
sent without obligation; write 
today. 






7 in to 
powder five 






MS) Las 
ee Te 


GARWOOD, N. J. 


50 MAPLE STREET ® 





When inquiring specify FEP819 — see information request blank, pgs. 12-13 
eee, Jeena 


“LIGHTNIN” 


DOUBLE ACTION 
oD A 4d oe 


PrN aa 
Pe oo 


Portable oft gers 
Geared Direct 
Brive, Omay be 
rom t 
+. ome Sizes i730 


yor ntering Units | 





When inquiring specify FEP820 — see information request blank, pgs. 12-13 
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FOR 


e ECONOMY 
e CLEANLINESS 
e SPEED 


USE EASTERN MIXERS 


Eastern Mixers are especially adaptable 
for food mixing processes as they are 
absolutely oil tight and, in stainless steel 
or Monel 


meta they can impart no 
taint to the product. These metals are 
easy to keep clean, and never tarnish. 


For clean, economical mix- 
ing of syrups, fruit pulp, 
baby foods, mincemeat, 
tomato products, pre- 
serves, buttermilk, soups, 
yeast products, extracts, 
vegetable oils and many 
other food products too 
numerous to mention, 
Eastern Mixers are unsur- 
passed. Write for catalog 
describing complete line. 


Model H1 
Portable 


EASTERN ENGINEERING COMPANY 


44 Fox St., New Haven, Conn. 





When inquiring specify FEP821 —- see information request blank, pgs. 12-13 


it et 


LE 
REAL ANSWER 


FOR HEAVY-DUTY” 
“WATER-TIGHT” 
LIGHTING FIXTURES 





CEILING REFLECTOR TYPE 


VAPOLEUS 


CEILING PENDANT TYPE 


Benjamin Industrial Lighting “VAPOLETS” 
fulfill all requirements for indoor and outdoor 
locations where fixtures are subject to damag- 
ing effects of vapor, smoke, dust, moisture, cor- 
rosive fumes and rough handling. ‘‘VAPO- 
LETS” are listed by Underwriters’ Laborator- 
ies as Vapor Proof. Once installed, they give 
years of trouble-free service — and save on 
maintenance costs. Facts about Benjamin 
“VAPOLETS” are found in Catalog 26. Ben- 
jamin Electric Mfg. Co., Dept. QQ, Des 
Plaines, Illinois. Distributed in Canada by 
Amalgamated Electric Corporation, Ltd. 


FREE LIGHTING HANDBOOK 


Contains helpful information on 
lighting equipment. Write for 
Catalog E-26. 








Distributed Exclusively Through Electrical Whulesalers. 


When inquiring specify FEP822 see information request blank, pgs. 12-13 
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Pneumatic Carriers 


Wear-Resisting Treads, Permanently Sealed 


Uses—Pneumatic roller, for carriers on belt conveyors, 
wherever shocks of impact are excessive. Especially de- 
signed for use under loading spouts and in belt feeders 
where the impact of heavy bulk loads subject both con- 
veyor belt and carrier to abnormal strains and wear. 
Features—Roller units have thick, wear-resisting treads 
and are inflated and permanently sealed to prevent loss 
of air. Assembly is built for easy servicing and quick 
replacement of damaged units. 





Description—Rollers are made up of a series of pneumatic 
rubber units, 6” in diameter, somewhat like automobile 
tires, and have the advantage of pneumatic tires over the 
solid rubber tires—greater resiliency to shock and im- 
pact with increased life. Carriers are known as “Style 
No. 711 Pneumatic Impact Carriers.” 
STEPHENS-ADAMSON MFG. CO., Dept. FEP, 17 Ridge- 
way, Aurora, Ill. 

When inquiring specify FEP823 see information request blank, pgs. 12-13 


———-O 


Package Tyer 


Motorized Unit Ties From 30 to 60 Packages Per 
Minute 


Uses — For tying 
boxes, cartons, bun- 
dles of various 
shapes, unwrapped 
food such as celery, 
asparagus, etc. 

Features — Machine 
draws string tight 
around package in 
same manner. as 
two hands at great 
saving in time, la- 
bor and twine. 
String arrester holds 
twine while encir- 
cling package, thus 
making firm tie. 


Flexible shuttle 
prevents twine 
breakage. Friction 





twine holder per- 
mits twine to run 
freely without re- 
sistance when placing package in tying position. 
Performance—Maker states that large bundles can be 
tied at rate of 30 per minute, and smaller bundles up to 
60 per minute. 

Description—Machine is driven by motor (110v, 60c, AC 
or DC) coupled to tyer with V-belt and sheave drive with 
flat pulley on tyer, thus preventing motor from burning 
out from overload or stall. Made in both bench and port- 
able models. Unit will handle from 6 to 16-ply twine. 
Can be operated from front or side. Tyer adjusts itself 
automatically and will handle packages up to 8” deep, 
24” wide and 36” long. 

FELINS TYING MACHINE CO., Dept. 
14th St., Milwaukee, Wis. 


When inquiring specify FEP824 — see information request blank, pgs. 12-13 
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ALL STEEL 
LOW cost, 


ERE is a brand new addition to 
the Johnson line of “Instant” 
Water Heaters a low cost heater 
built entirely of steel. It offers the 
same simple design, the same sturdy 
construction that made the Johnson 
Copper Tube ‘‘Instant’’ Heater the 
simplest and most efficient way to 
heat liquids with steam. Like its cop- 
per prototype it needs no reducing 
valves— hooks right up to your high 
pressure steam lines. 

This new all steel heater does not 
replace the copper tube heater, which 
is still available for use where space 


@ Storage ore ‘ ¢ tank Heeter 
e@Feed water pre- 
heater 


olécder (after heat- is limited, or for liquids that attack 

er) service. steel. But for ordinary, average re- 

quirements you can now get the ad- 

@ Process liquid heat- vantages of Johnson desiqn at lower 

ing cost. Write for new Bulletin which 
@Source of hot water shows uses, sizes and 


capacities of all Johnson | 
‘Instant’ Water Heaters. a 


for space oe 








When inquiring specify FEP825 


see information request blank, pgs. 12-13 





Enclosed, Heavy- Duty 
Vibrating Screens 


Uses—For sep- 
arating and 
screening 
chemicals, food 
products, _ etc., 
where _  dust- 
tight enclosures 
are needed to 
keep foreign 
elements away 
from product 
being screened. 
Features—Sim- 
ple, low cost 
unit, has screen 
sections which 
can be quickly 
and easily 
changed. Unit 
has removable 
top panels giv- 
ing ready ac- 
cessibility to all parts for inspection of screen perform- 
ance, wire mesh condition or for separation tests of 
product. 

Description—Copper-bearing steel veil plate is built into 
bottom of vibratory frame, thus forming a dust-tight en- 
closure at bottom of screen. This also serves as a con- 
veyor for carrying fines to discharge end of unit. The 
removable top panels are the same material and are 
placed at either side of the vibrating mechanism. 


UNIVERSAL VIBRATING SCREEN CO., Dept. FEP, 
Deane Blvd. & St. Paul Tracks, Racine, Wis. 


When inquiring specify FEPS26 — see information request blank, pgs. 12-13 
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Filling hot apple juice at the rate of 120 cans per minute. 


NO SLOP - NO DRIP - NO WASTE 


Regardless of container, with a Pfaudler pi. filling is accurate and positive. 
There is no sloppage. Filling ports are positive in action, eliminating drip and 
waste, 


The first gravity machine with all moving parts enclosed and protected from products 
and wash water, Pfaudler ‘‘King’’ Fillers are driven by direct connected spur gears 
which assure precision timing without vibration. 


A financially interesting story of these improvements waits your written request. 

Let us tell you what gravity fillers can really be like. 

THE PFAUDLER CO. Executive Offices, Bestester, N. Y. Rochester, 
Y., and Elyria, O. Branch Offices: ‘New York, Boston, Philadelphia, Chicago. 

Cinelnnatt Pfaudler Sales Co., San Francisco and Los Angeles. Representatives 

in principal cities. 


PFAUDLER 


When inquiring specify FEP827 


Factories: 





— see information request blank, pgs. 12-13 
Siaeaten 


Have You A New Product? 


If you have recently developed a new or im- 
proved product, a piece of laboratory or plant 
equipment or a new material, of specific interest 
in chemical and process manufacturing . . 
send it to our Editors. 


Through EQUIPMENT PREVIEW’S editorial 
pages they will introduce it to this great field 
.... With more than 25,000 copies of this pub- 
lication covering every plant. This service costs 
you nothing, and there is no obligation. Write— 


The Editors, EQUIPMENT PREVIEW 
1737 N. Michigan Avenue 


Chicago Illinois 





Wide Angle Nozzle 
Provides “Parasol” Atomizing Spray 


Uses—Wide angle of 
spray makes nozzle 
adaptable to spray- 
ing inside of cylin- 
drical objects, or 
wherever such wide 
angle spray is re- 
quired. 

Description — Spray 
is hollow cone type 
with uniform dis- 
tribution and excep- 
tionally wide spray 
angle. Sturdily con- 


SWZ 





structed nozzles, with polished orifice insert, are avail- 
able with male and female %4” 


pipe connection. Capa- 








FOOD EQUIPMENT PREVIEW 


cities range from 4 to 16 gallons per hour at 60 lbs. pres- 
sure. Nozzles can be had with or without straine>. Stand- 
ard stock construction is brass with 18-8 stainless steel 
inserts, and other materials can be specified. 
SPRAYING SYSTEMS CO., Dept. FEP, 4021-27 
Lake St., Chicago, Ill. 
When inquiring specify FEP828 - 


West 


see information request blank, pgs. 12-13 


Screens and Strainers for All Liquids 


Pocket-size leaflet shows a variety of screens and strain- 
ers for all liquids. Listed also are users, types of equip- 
ment on which these screens and strainers are used, and 
a table of wire gauges. Leaflet is available on request. 
RIPLEY MFG. CO., Dept, FEP, Wayne, Mich. 


When inquiring specify FEP829 see information request blank, pgs. 12-13 


Miniature Respirator 
Vest-Pocket Size, Covers Nose Only 


Uses—For protec- 
tion against nui- 
sance dusts. 
Features—Will fit 
into vest pocket. 
Can be slipped on 
or off as easily as 
spectacles. Wear- 
ers can talk, eat, 
sleep, smoke, etc., 
without need for 
removing respira- 
tor. Does not ob- 
struct vision or in- 
terfere with gog- 
gles oor _ glasses. 
Unbreakable as no 
metal is used in 
construction. Weighs 1 oz., and sells for $1.00. 
Description—Nose piece is of soft, pliable rubber to give 
air-tight fit over any shape nose. Filter is size of small 
wafer, easily changed, and has 9 sq. in. of filtration area. 
Inhalation valve keeps wearer from re-breathing stale 
air; bulb valve exhausts breathed air without allowing 
unfiltered air to enter. Elastic loops slip around ears to 
hold unit in position. 


H. S. COVER, Dept. FEP, Chippewa A, South Bend, Ind. 
When inquiring specify FEP830 





- see information request blank, pgs. 12-13 


Pressure Sight 
Feed Oiler 


For Hard-To-See Locations 















Uses—Oiler is specially designed for lubri- 
cating elevated or out-of-the-way bear- 
ings. Has applications on types of indus- 
trial machinery where points of lubrica- 
tion are under or inside a machine where 
it is difficult for operator to see is bear- 
ings are lubricated. 


Features—Can be installed at eye level 
height from operating floor or catwalk, 
and machine operator can tell at a glance 
when oil is flowing to bearing and, by not- 
ing position of plunger, can tell approxi- 
mate amount flowing to bearing. 


Description—Body is of wrought 
steel with nickel-plated trim- 
mings. Has needle valve adjust- 
ment. Capacity is % pint to 1 
quart per minute. Oiler has ad- 
justable snap rings for indicating 
amount of oil flow. Units are 
available with 4” or %” tapped 
connections. Maximum working pressure is 50 lbs. Must 
be installed in vertical position. 

S. F. BOWSER & CO., INC., Dept. FEP, 1365 Creighton 
Ave., E, Fort Wayne, Ind. 


When inquiring specify FEP831 — see information request blank, pgs. 12-13 
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step up material handling 
shld in FOOD PLANTS 





Truck-or-car-load- 
ing time is often 
more than cut in 
half with a Baker 
Low-Lift Truck. In 
plant and ware- 
house, this same 
truck handles great 
bulky skid-loads of 
materials, quickly, 
safely and efficiently. 


Only BAKER LOW-LIFT TRUCKS have all 


these PLUS advantages 
1 Alloy Steels in all parts sub- No Plug Travel Controller 
jected to stresses, reducing (patented) making correct, 
maintenance, careful operation compulsory. 
2 taste ey . act ign # to Complete Accessibility of All 
smoother, steadier running. Units resulting in lowered 
maintenance expense. 


Duplex Compensating Suspen- 

3 sion of Power Axle (patented) 6 Each Motor on Baker Trucks 
increasing flexibility and elim- is Baker-made for its specific 
inating uneven floor strains. function. 


For further information write 


BAKER INDUSTRIAL TRUCK DIVISION of the Baker-Raulang Company 


2177 WEST 25th STREET * CLEVELAND, OHIO 





yao MTG LIL 


When inquiring specify FEP832 — 


see information request blank, pgs. 12-13 





Today's big job requires a concentrated flow of energy on the part 
of management. “Mr. Smiths” all over the country are so busy 
in their own back yard they haven't time to look over the fence. And 
they needn't! They needn't if they call in the services of an expert! 
When your “jam-packed” day is interrupted by a question on 
adhesives — just get in touch with Findley's. We will be your 
“expert-on-call" for the solution of your adhesive problem. A 
solution that is based upon the knowledge gained from over 40 
years experience in the manufacturing of pastes, glues and gums. 
Remember it costs no more to use 


FINDLEY ‘S PRESCRIPTION ADHESIVES 


The F. G. FINDLEY COMPANY 


Dept. $7 MILWAUKEE, WISCONSIN 
Telephone MArquette 3070 





When inquiring specify FEP833 — see information request blank, pgs. 12-13 
























































readers and advertisers. 


1 EDITORIAL POLICY: This publi- 

cation conceives it its duty to publish 
editorial material that will extend the 
knowledge of its readers, expand their 
business, increase their ability to serve 
others or make possible their advance- 
ment in any direction. No editorial ma- 
terial will be published in consideration 
of payment either directly or indirectly. 


7 CIRCULATION: Readers of this 

magazine are selected on the basis of 
their importance as buying or influenc- 
ing factors within the field which it 
covers. Mailing lists will be constantly 
supervised for accuracy. Circulation 
records will be periodically audited and 
certified copies of these audits will be 
available at all times. 


‘FOOD EQUIPMENT PREVIEW 


STANDARDS 
of PRACTICE 





As a member of NATIONAL BUSINESS PAPERS ASSOCIATION, this 
publication pledges itself to observe and uphold the following Standards of 
Practice which have been developed in the interest of business publication 


> ADVERTISING: Believing that 
advertising in Business Papers, 
‘when properly directed, is the most ef- 
fective and most profitable method by 
which producers may cultivate their 
markets, we shall strive to cover the 
maximum purchasing power within our 
selected field. Market data regarding 
our field will always be available to 
advertisers. 


ADVERTISING RATES, as published, 
are uniform to all advertisers for like 
conditions and amounts of space. We 
uphold the policy of “Truth in Adver- 
tising,” and shall abide by the policy of 
this Association to eliminate unworthy 
and unfair advertising copy. 


FOOD EQUIPMENT PREVIEW 


Member NATIONAL BUSINESS PAPERS ASSOCIATION 
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Heavy-Duty “Man- 
Cooling” Fan 


Portable Units Hurls 90-Foot Blast of Cooling Air 


Uses—Unit can be plac- 
ed anywhere to send 
fresh air blast through 
“hot spots”, closely con- 
fined departments, hot- 
air pockets, etc. 


Features — Heavy steel 
mesh guards cover fan 

in front and back for 
complete protection of 
fan and user. Portable, 
can be moved to meet 
special conditions; mov- 

ed on scoop truck or by 
crane from hook on fan. , 
Motor is_ self- cooled 
open type, protected and 
enclosed by metal hood; 
fan action draws air 
through vent-pipe from 
outside, circulates it 
through motor and ex- 
hausts it — with motor 
staying cool and clean. 
Description — This 36- 
inch, heavy duty model 
weighs 675 lbs., attains 1140 RPM, and circulates air at 
rate of 24,000 cu. ft. per min. Overall height is 67”; 
guard diameter, 43”; and base diameter, 32”. Other 
models, though not quite such heavy construction, are 
available in sizes of 36, 30, 24 and 12 inches. Cast-iron 
base provides very low center of balance. Propeller is 
of four-blade type, one-piece metal construction, and 
keyed to motor shaft. 

ILG ELECTRIC VENTILATING CO., Dept. FEP, 2850 
N. Crawford Ave., Chicago, Il. 


When inquiring specify FEP834 — see information request blank, pgs. 12-13 





Fire Extinguisher 
With Trigger Control 


Features—4 lb. model carbon dioxide fire extinguisher 
now has trigger control feature which permits extin- 
guisher to go into action faster; also insures no wasting 
of carbon dioxide gas while operator is working around 
blaze as discharge is shut off when trigger is released. 
Over-size cylinder makes recharging easier and, as added 
safety factor, gives increased tolerance for high temper- 
atures if unit is used near stoves, furnaces, etc. 





Description—Extinguisher carries Underwriters’ Labora- 
tories rating of B-2 and C-2. Carbon dioxide capacity 
is 4 lbs., and average charged weight is 17 lbs. Average 
height, valve and cylinder is 1744”; hose diameter is 4%” 
pipe; hose length of 6”; and cylinder diameter of 4%”. 


WALTER KIDDE & CO., Dept. FEP, Bloomfield, N. J. 


When inquiring specify FEP835 — see information request blank, pgs. 12-13 
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NOW “Buffalo” Type LL Limit-Load Fans Set New 


‘Standard for Ventilating Fan Performance 


exceed them! Yes, and set a new 
standard of performance. 


in which these 


In fan performance, code ratings are one 
thing—actual performance on the job is 
quite another. Installation conditions can 


materially affect the fan’s ability to per- Exhaustive tests, 


new Buffalo Fans were subjected 


form. 

Right there is where the new, improved = Saeene ‘=a Buttals 
Buff: ne , phere teee Fens i teas “LL” fans deliver practically full 
practical superiority. only ese 

improved Buffalo Wane measure up capacity in spite of obstructions 


commonly encountered. 
Here’s a real achievement in_prac- 
tical fan engineering. y. 
write for Bulletin 3339 for com- 
plete engineering data. 


Standard Code Ratings — they definitely 






BUFFALO FORGE CO. 
151 Mortimer Street 
Buffalo, N. Y. 


In addition to the well-recognized 
quietness of operation, the non- 
overloading characteristic, the 
over-all quality of workmanship, 
the improved Buffalo “LL” Fans 
embodies such exclusive features 
as: 


1) Station: inlet Vanes — 

” smooth, efficient air intake. 

(2) True Cut-Off — tangent to 
periphery of wheel—reduced 
turbulence at outlets. 

(3) Wide, Medium Speed Whee! 
—low velocity through wheel 
—greater quietness. 

(4) Improved Seroll 
more efficient. 

(5) Rigid, Heavy Construction of 
housings—minimum vibration. 








When inquiring specify FEP836 — see information request blank, pgs. 12-13 


with 


Electric Model 5-D1-MF (above) is ceaselessly on the 


job, giving accurate count for economical, efficient pro- 
duction control. It’s ideal for counting small pieces, parts 
that must not be marred, articles too light in weight for 
mechanical contact. Especially adapted for use with Photo- 
electric Relays. 

Full details in Catalog 16. Send for your copy today! 


There’s a Productimeter for every industrial need. Write 
us for assistance on your counting problems. 


DURANT MFG. COMPANY 


1951 N. Buffum St. 192 Eddy Street 
Milwaukee, Wis. Providence, R. 1. 


When inquiring specify FEP8S37 — see information request blank, pgs. 12-13 
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Bundler’s Handguard 
Fingerless; Chrome Leather 


Uses — Designed specifically for 
use of “bundlers” when handl- 
ing corrugated sheets and cases. 
Gives palm protection with fin- 
gers and thumb free. 
Features — Extra leather patch 
over palm section for further 
strength. Handguard, being fin- 
gerless, fits snugly and gives 
freedom and flexibility for pick- 
ing up, catching or handling thin 
materials. 

Description — Hand- 
guards are made in 
three sizes with ad- 
justable snap buttons 
for fastening at back 
—small for women op- 
erators, medium and 
large for men. May 
be had in pairs, or for 
left or right hand only as required. 

INDUSTRIAL GLOVES CO., Dept. FEP, Danville, Ml. 
When inquiring specify FEP838 















~ see information request blank, pgs. 12-13 
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NEW and REBUILT EQUIPMENT 
For Food, Chemical & Allied Industries 


Immediate Delivery - - Unconditional Guaranty 


America’s largest process- 
ing corporations as well as 
many in Latin America are 
finding scarce, wanted 
equipment at FMC. We can 
ship at once. 


FMC 
HAMMER 
MILL 


Kettles, Tanks, autoclaves 
(all metals) Vacuum Pans, 
copper, glass lined etc. 
Hammer Mills, Grinders, 
Pulverizers, Mixers, Filters, 
Presses, Extractors, Fillers, 
Labelers and Cappers, Cen- 
trifuges, Dryers, Pumps. 


Colloid Mills, Emulsifiers, 
Tablet Machines, Tube 
Fillers, Roller Mills, 
Pumps, Trucks, Packaging 
and Wrapping Equipment. 


Pebble and Bali, Mills, Dis- 
integrates, Hydraulic and 
ee resses, Plastic 

ee ing, and Rubber Ma- 
ae Agitators, Convey- 
ors, E evators. 


Send for Catalog, First Facts on Quotations 


FIRST MACHINERY CORPORATION 


GUARANTEED : o 
EQUIPMENT 


, | : LIQUIDATORS 


ae oe 


EAST 9th STREET 
and EAST RIVER DRIVE 


Syme Ato 





When inquiring specify FEP839 — see information request blank, pgs. 12-13 


BLACKMER 


“ROTARY 


ne 
\\ 


take® 


eu 10 TO Oe nus tee "ys A ; aad @ 
Fa ne This pump has been handling crea 
tyle corn each season since ite. oe 


If you buy pumps on a cost-per-gallon basis, here are pumps 
that will interest you. Capacities to 100 GPM. Prompt delivery 


on all sizes. 





Food and beverage plants 

from coast to coast are buy- 

-ing Blackmer Sanitary Pumps 

to handle the tough jobs— 

often replacing “special 
pumps.” 





A tew of the foods handled by Biack- 


mer Pumps: Will ret foam or churn pumpage. 
Soups Hot lard Easy to clean. No “dead spots 
Ketchup Molasses or pockets. 
Dog food Corn 
Mayonnaise Tomatoes Write for new catalog. 


Vinegar Peas 
Diced vegetables 


BLACKMER PUMP COMPANY 


1928 Century Avenue, 8. W. Grand Rapids, Michigan 
When inquiring ly FEP8&40 — see information request blank, pgs. 12-13 











DUST-TIGHT, SANITARY CONVEYOR | “ones? ’0m te pee 


WIDE VARIETY OF MATERIALS Break The Food 
) Priorities “Bottle-Neck” 


Washington has given partial recognition to this “bottle- 
neck” situation by granting A2 priorities to canners of 
fruit and vegetables ... that the 1941 crop may not be 
lost. Good, as far as it goes. But even this is but a 
limited authority. 

What can you, as an individual food manufacturer, do 
about it? Wait? ... until Washington acts? In the face with WOODEN TANKS and RUBBER-LINED 
of the conflicting demands and counter demands now TANKS to avoid CORROSION and 
flooding Washington this gives little promise of early CONTAMINATION 

action. 
It’s up to every manufacturer to lay his claims before A survey of users of Duriron Tank 
the Federal priority authority—to drive home the urgency Outlets reveals a wide field of appli- 
of his need. It’s up to every manufacturer to contact his cations for them among nationally- 
industry leaders — stressing the need for united action known makers of food products. 
through association organizations and committees. 

Some lines have already begun to make themselves 
Simple in design and construction, the Jeffrey Mass- heard. But these efforts must be multiplied to the maxi- 
Flo conveyor handles many materials in horizontal mum—a united front must impress Washington with the 
or inclined direction—self-cleaning—little agitation power, and the soundness, of your claims. manufacture of tartaric acid, tomato 
—breakage and degradation practically eliminated— Secretary Wickard is quoted as saying, “Food will win catsup, tomato puree, chili sauce, can- 
totally enclosed—self-feeding—operates with full or the War and write the Peace.” But until adequate priori- ned citrus products, pineapple juice, 
partial load. ties are granted to the food industry these stout words a _— pectin, etc. Sugar refineries are us- 
must remain only words. ing them for handling hydrochloric 


You can help break this “bottle-neck” of food priori- . ‘ 
Se ee ties. It is at once a privilege and an obligation — that and pe a 
your own production may not be jeopardized—that the , - Made in eight different sizes and for 


whole national food program may be successfully carried thin walls and thick walls, they are 
The Jeffrey Manufacturing Co through. proof against corrosion and contam- 


ination. 
856-99 North Fourth Street Columbus, Ohio 4 Yt euiiiidiad: sade. sia sii 
betas” Pittsburg Chicage a sear ~— ‘ Wan sent upon request. 


Publisher. 








They are proving immensely popular 
for vinegar tanks; sweet, sour and dill 
pickle tanks; in wineries; and in the 


ouston Denver 
. Louis Terre Taute 
Cincinnati Milwaukee Oo. 


When inquiring specify FEP841 —- see information request blank, pgs. 12-13 White Enamel Finish 


Hard, Tile-Like Surface; Withstands Repeated 
Washing 


Uses—White enamel finish for walls, ceilings and equip- 
ment. Especially adapted for industries, food, chemical, 
drugs, etc., where sanitation and special requirements 
are important. 
Features—Finish has hard, tile-like surface, and is in- 
tensely white. Withstands repeated washings with soap 
STAINLESS STEEL and water. Will not yellow or lose reflective value with 
age. Light reflective value as high as 89%. Hard film 
STEAM-JACKETED does not accumulate dirt. Can be easily cleaned with 
dry cloth. One coat covers most painted surfaces. Dries 
to touch in five hours, and dries hard overnight. 

T i 7 Description—‘‘Kem Save-Lite Gloss #46” and “Kem 
Save-Lite EgShel #45” are newly developed synthetic 
finishes. 

SHERWIN-WILLIAMS CO., Dept. FEP, Midland Bldg., 
Cleveland, Ohio. 


When inquiring specify FEP843 see information request blank, pgs. 12-13 


Boston 
Philadelphia 
Scranton 





* . a a 
Require Minimum Maintenance! ; 
Corrosion-resistant . . . impervious to stain... P 0 Ti N LA k d 
no seams or rivets where sediment can lodge... aSS n 0 aine eC. e OUG # REPAIR } CONCRETE 
finely polished surfaces. LEE Kettles are easy When you have read this issue, remember your associates het let ee ee lor a ees 
to clean, actually cost you less because main- who would like to see it. peoe in concret 4 r soedous "on entire eten with the’ durable 


: _ e floors, o 
tenance is greatly reduced. Specify LEE Kettles UGGEDWEAR RESURFACER. No chopping or chipping required. 
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. . . : ely sweep out spot to be repaired— th - 
for your next installation and profit by these Vice President terial—trowel it on.” Holds soli¢ end tight sight up 
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General Manager to irregular edge of old concrete. Used indoors or 
Chief Chemist out. ries fast. Low in cost. 
Chief aeneer Request 74-page “Building Maintenance Handbook’ 
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FLEXROCK COMPANY 
42 Manning St., Philadelphia, Penna. 
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{ ....- details of FREE TRIAL OFFER. No obligation. 
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METAL PRODUCTS 
COMPANY, INC. 


414 Pine St., Philipsburg, Pa. 
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When inquiring specify FEP842 see information request blank, pgs. 12-13 When inquiring specify FEP845 — see information request blank, pgs. 12-13 





